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New Publications 


GENTLEMAN'S FATE. 
By K. U. P. $2.00 
THE LODGER. By Mrs. 
U Ke Belloc Lowndes. Origi- 
nally announced at $1.50, 
will be $2.00 after July 
Ist. 
- A a R O T T FOUR HANDSOME NE- 
GRESSES. By R. Herne- 
kin Baptist. $2.00 
HOTSPUR’S CRUISE IN 
THE AEGEAN. By AIl- 
author of “Ex-Wife”’ and fred Loomis. $3.00 
THE END OF REPARA- 
TIONS. By Hjalmar 
Schacht. $3.00 


Good Sellers 


SANCTUARY. By Wil- 
liam Faulkner. $2.50 


THE MAGNET. By 
Maxim Gorki. $3.00 

HUMANITY UPROOT- 
ED. By Maurice Hindus. 


$3.50 


DEEP EVENING. By 
Eugene Lohrke. $2.50 
BREAKS. Compiled by 
W. W. Scott. $1.00 


RED BREAD. By Maurice 
Hindus. $3.50 


JUAN IN AMERICA. By 
$2.00 Eric Linklater. $2.50 


A NEW NOVEL BY 




















“Strangers May Kiss” 
WILL BE PUBLISHED AUG. 10th 


























JONATHAN CAPE & HARRISON SMITH, NEW YORK 
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Subscription, $5; 
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A novel with 
a wide appeal by 
OWEN ARCHER 


The story of a man who 
thought he could do with- 
out women—until he met 
the passion of a woman 


who really wanted him. 


The story, set in Eng- 
land and America, devel- 
ops from a quiet pastoral 
into tense conflict of men 
and women with physical 
desire and obligation on 
the one hand and idealistic 


convictions on the other. 


$2.00 


GREEN 
WINE 


WILLIAM MORROW&CO. 








An exciting 
romance by 


TAYLOR BYNUM 


A story of young love— 
of a girl whom wealth 
could not spoil, of a man 
who made over his life on 
the chance of winning the 


woman he loved. 


The scene is laid on the 
tropical shore of the Mis- 
sissippi Coast. The au- 
thor’s gift of light 
amusing dialogue and at- 
tractive, smart characters 
will cool hot summer days. 


2.00 





Audacious 


FOOL 








MURDER 





by LOUISE EPPLEY 
and REBECCA GAYTON 





A murder mystery 


by LOUISE EPPLEY 
& REBECCAJGAYTON 








Eight people are gath- 
ered for a weekend. The 
host is found dead, and 
his companion with whom 
he had been target shoot 
ing, cannot be found 
Many exciting things hap- 
pen before the mystery 
is cleared. 

The setting is a coal 
mining town in West 
Virginia and the tale is 
told by one who was at 
the scene of the crime. 


$2.00 


In The 


CELLAR 


aC 386 Fourth Ave.,NewYork 


Canadian representatives; McClelland & = oe Stewart, Inc., 215 Victoria St., Toronto 
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Ripping the Roof 
off the National Capital 








ASHINGTON 
MERRY: 


GO-ROUND 


What newspapers do not 





int about the politics and 


politicians of this country and what the Washin gton corre- 
spondents write only between the lines are revealed in this 


astoundin g book. 


a 
Some of the chapter headings in 
Washington Merry-Go-Round, 


Boiled Bosoms (Social Washington) 

Starched Futility (The Diplomatic 
Corps) 

The President (Herbert Hoover) 

Egg Charley (Charles Curtis) 

Wrong-Horse Harry (Henry L. 
Stimson) 

Mellon (The Man Who Stayed Too 
Long) 

Sons of the Wild Jackass 
Insurgents) 

The Monkey House (House of 
Representatives) 

The Court Jester (Charles Dawes) 

Sonnets and Beans (Paul Claudel, 
French Ambassador) 

Little Nemo, The Wonder-Worker 
(Dwight Morrow) 

The Vestal Virgins 
Secretaries) 


The Press (Washington Corre- 
spondents) 


(Senate 


(White House 


The Untold Story of Washington Society, 
Politicians and Politics! 


HORACE LIVERIGHT INC. ny 


a 
Some of the stories told in Wash- 
ington Merry-Go-Round. 


How Daisy Harriman trimmed Senator 
Walsh’s mustache. 


How Assistant Secretary of War 
Davison got himself locked up in a 
mail bag and couldn’t get out. 


How Ambassador Ferrara of Cuba was 
once an anarchist. 


How the counselor of the German Em- 
bassy was dragged from the dance 
floor by an irate wife for cheek-danc- 
ing. 

How Secretary Kellogg informed Col. 
Stimson not to guarantee election in 
Nicaragua but how he did it anyway. 


How Ambassador Morrow had to chase 
Secretary Stimson over a golf course 
in England to get him to cable Hoover 
what he was doing at the London con- 
ference. 


How Dwight Morrow decided to fol- 
low Senator Blaine’s vote on all ques- 
tions pertaining to prohibition. 


Publication July 15th $3.00 
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CHRISTOPHER MORLEY’S favorite 


in a big omnibus volume 
—a year round seller 





COMING 

JULY 15 

654 pages 
$3.00 


THE COLLECTED 


GHOST 
STORIES 


OF M. R. JAMES 


A complete collection of James’s 
famous ghost stories, the most 
horrifying, macabre and exquis- 
itely thrilling tales of that rare 
species, a ghost story omnibus that 
will top them all! A big year-in- 
year-out seller for readers of all 
ages and every taste. 











Most famous 
living writer of 
Ghost Stories 


NEW YORK TIMES says: 
‘‘M. R. James’s ghost stories 
have long enjoyed such dis- 
tinction that they are in a 
class by themselves . . . no 
other writer of the macabre 
attains his horrid effects by 
such skilful cumulation of 


detail.”’ 


CHRISTOPHER MORLEY 
says: 
“This book is our favorite, 
and M. R. James is the Over- 
lord of Horror, with a peculi- 
arly plain and genial way of 
prickling the spine and cre- 
ating gooseflesh.”’ 


MICHAEL SADLEIR says: 
“One of the best ghost-stor) 
writers England has ever 


produced.” 


LONGMANS, GREEN & CO., 55 Fifth Ave., NEW YORK 
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this excitement. 


BETTER 
LEFT UAXSAID 


oO ee LAL 
A) De ee 


Ld] 
DAISY 


Princess of Pless 


YWURDER 
BY FORYWULA 


By 


J.H.WALLIS 


AN 
FAREWELL 
(rie RI RN 


TT] 


EDWARD 
THOVTPSON 
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We’re All Excited!!! 


Our readers don’t often get excited, yet they did over these three 
books. Our outside readers became even more excited. 
refused to be stampeded.) Advance copies sent to critics increased 
(Then we did begin to take notice.) But now that 
reports are coming in from the booksellers themselves 
—(there’s no doubt about our excitement). 


(Still we 


The great newspapers of England have devoted 
pages to this new volume by that beloved Irish- 
English noblewoman who married into the famous 
Prussian House of Pless. Her first book, ‘Daisy, 
Princess of Pless,’’ was a sensation and best-seller 
in this country two years ago. As the London 
Times says, “Her first book was brilliant but this 
new book is even better. She has beauty and brains 
in full measure.” “No one can 
tead this book without falling in 
love with the gay tomboy who wrote 
it.” —Harold Nicholson in the Lon- 
don Standard. 
July 2nd 





“WHAT IS THE FORMULA OF A PERFECT 
MURDER?” INQUIRED A GROUP OF NEW 
YORK CLUBMEN. One of them a novelist, began 
to work it out in story form. Later in the night 
he was found dead, murdered exactly according to 
the first step of the formula! This is the beginning 
of the dread experiment that eventually involves 
every member of that first fatal discussion, as the 
investigation ruthlessly plows its way 
through the group. No connoisseur 
of mystery yarns can forego pitting 
his brain against the puzzle of this 
challenging tale. 
July Ist 





You remember ‘‘A Farewell to Arms’ and “A Pas- 
sage to India’? The title of this book combines 
them both. The outstanding success of the 
spring publishing season in England 
—any American publisher would 
have been delighted to get it. We 
are proud to announce it for July 
publication. 





July 1st 


E. P. DUTTON & CO., Inc., 300 Fourth Ave., N.Y. City 
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Plain Facts About Bridge Experts, 
Bridge Systems and Bridge Books 


their associates to test in actual play of Contract the merits of their proposed 
“official” system against the Culbertson system. He offers to wager $5,000.00 
to $1,000.00 on a pair match, or $10,000.00 to $1,000.00 on a team-of-four 


match, on a condition that the winnings in either case should go to charity. 


Ely Culbertson has issued a challenge to Sidney 
A CHALLENGE 9°, 27, Milton C. Work, Wilbur C. Whitehead and 


To the Book Trade: 


From Bridge Headquarters, Inc., a statement was issued that Mr. Wil- 
bur C. Whitehead, Mr. Milton C. Work and Mr. Sidney S. Lenz and nine 
others had agreed to formulate a new system of Contract Bridge to be 
known as “New Official System,” and which is to be completed in only 
a few weeks. 

Every bookseller knows that it is the system that sells the Bridge books 
and not the Bridge books that sell the system. 


Because of its superior science and marvelous simplicity, the Culbert- 
son System has swept all others from the field. It is now played by 90 
per cent of the Bridge players of the country and is in fact (not in 
theory) the Official System. 


The sensational sales of “CONTRACT BRIDGE BLUE BOOK” and 
“CULBERTSON’S SUMMARY” prove the wisdom of their author in 
waiting nearly a decade before presenting his views to the reading public. 
As a result he and more than a thousand of his associate writers and teach- 
ers whom he represents are practically the only Bridge authorities today 
who are standing by their guns and are not forced to abandon, change. 
modify or revise their systems. 


The bookseller is interested in selling Bridge books that do not go out 
of date before his customer reaches home. He does not wish to find that 
the author has abandoned his system before the supply of books he has 
ordered has reached his shelves. 


Systems of Bridge—not makeshifts and patchworks—are not made in 
a day. It took nine years of thorough testing to develop the Culbertson 
Approach System in Auction and Forcing System in Contract. It has never 
been changed since, because its principles are sound. Nor will it ever be 
changed. 

The Culbertson books—"CONTRACT BRIDGE BLUE BOOK" and 
"“CULBERTSON'S SUMMARY"— are your best bet, today and always 


THE BRIDGE WORLD, Inc. 
570 Lexington Ave., New York, N. Y. 
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At last 
the Amazing 
“Now It Can Be Told” 


of Soviet Russia! 


EEING 


By EvE GARRETTE GRADY 


Eve Garrette Grady is a trained writer, but the Soviets 
didn't know that, which is why she got her chance. She lived 
quietly in Russia with her engineer husband, observing and 
setting down exactly what was going on behind the scenes. 
And then she was thrown out of Soviet Russia because in 
a Saturday Evening Post article she told a joke about 
Stalin. @ SEEING RED is an extraordinary record of Russia 
today. Mrs. Grady tells of Russia's sex fetish, the bur- 
lesquing of marriage, of doctrines which have made the 
young women of Russia legalized, if innocent, prostitutes. 
What the author says about food-speakeasies and the 
bootlegging of luxuries, is tremendously enlightening. 
SEEING REO is the first big human-interest book out of Soviet 
Russia—the Inside Story from an intelligent woman's point 
of view. America has long been waiting for an honest 
picture of Russia which it could read’ like a novel—and 
here it is! 


$2.00 BREWER, WARREN & PUTNAM 
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Baron Prince 
or Workman Pauper? 


On Christmas Eve a millionaire Baron, 
caught in an unsavory intrigue with a 
prominent society woman, is forced to 
change places with an impoverished 
workman. One day later a man lies 
dead beneath the woman's bedroom 
window. His face is unrecognizable, 
‘s.,, mutilated by the fall. Baron prince or 
2 workman pauper—which is he? The 
ANDREAS LATZKO Mesreader knows and knowing is able to 
: follow even more breathlessly the stir- 

aT ring events from Christmas Eve to New 
MEN IN WAR Year’s Eve in the lives of a group of 
diverse characters ranging from the 
highest to the lowest society. Andreas 
Latzko, author of Men in War, has 
written after many years a novel worthy 
of his previous fine achievement and yet 
so filled with action that it reads like 
the most exciting mystery story. 


OTL ae ds ae WAL 


THE VIKING PRESS 
18 East 48th Street . New York City 
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~DARTAGTAN'S 
LETTER 


By M. and H. Bedford-Jones 






Toe treasure on the Island of Torigny 
was guarded by the shadow of death!’ 


Ms’ adventure, and romance packed in the 
fastest moving book that Bedford-Jones ever 
wrote. It is rapidly becoming his fastest seller. The 
punch and the vigor of this story — its unusual setting 
and vivid characters — are adding new enthusiasts to 
this author’s large group of readers. Sell this book 
to the customer who is tired of the “dizzy virgins’ 
diaries” that the presses are spewing forth — and he'll 
thank you and come back for more! Bedford-Jones 
has arrived. Are you taking full advantage of the fact? 


‘Re-order Today! $2.00 


COVICI-FRIEDE - Publishers - 386 Fourth Avenue, New York 


KOIKOKOKOKOKOKEDROKOK3IOKOIK 


eK OK OK OKOKOKROKOIOKOIOKEKOOKOKOKOKOROKODIOK 











The Publishers’ Weebly 





EA Still Alive! | 


* 
By Dick Grace . . » unseen thrill-maker of the movies, profes- 
sional crack-up engineer, whose airplane crashes for Wings, Lilac Time, 
Young Eagles, and many other motion-picture epics have thrilled 


thousands of movie audiences. 


ICK GRACE’S new book will thrill thousands of readers. 


In this book he tells 


how he cheats death by split seconds and inches—how many of his 34 inten- 
tional crack-ups were made to provide realistic scenes for practically every out- 
standing war-aviation picture of the last ten years. Although Dick Grace has broken 








Crash! Top picture shows right wing of Dick 
Grace’s plane being torn from fuselage. Bottom 
picture shows the wreck of Grace’s crashed plane 
with splinters still fying. I Am STILu ALIVE is 
illustrated with many of these remarkable pho- 
tographs. Smashing sales-producing posters, 
bearing an enlarged photograph of one of Dick 
Grace’s actual crashes, and striking imprinted 
post cards, both free to dealers. 


69 bones in different crashes (as well as 
his neck in executing a crash for Wings), 
he is still very much alive and still 
crashing planes as a profession. I Am 
STILL ALIVE tells how he has avoided 
death so far by carefully planning each 
crack-up ... how it feels to crash into 
the earth or into the side of a building 
at a hundred miles an hour. 


More gripping than fiction, this true 
account of almost unbelievable feats of 
daring is tremendous reading. 


TRIPLE SELLING APPEAL: Aviation! 

.. adventure! ... motion pictures! 
That’s why Richard Arlen, thrill-cal- 
loused movie star, says: ‘‘I recommend 
this book to any one who craves an ex- 
citing story of true adventure... and 
predict that I Am Stixu ALIVE is certain 
to be a best seller.”’ 


BEAUTIFUL FORMAT: Many large, 
bleed-off illustrations. . . modern typog- 
raphy ... an ideal book for a sales- 
producing window display. 

ORDER NOW FOR IMMEDIATE DELIVERY 


| Am Still Alive! 


By Dick Grace 


$9.00 


Rand M‘SNally & Company — Publishers 


NEW YORK 


CHICAGO 


SAN FRANCISCO 


ad 
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June 27, 1931 2935 


“THE EPIC OF JAZZ JOURNALISM“ — Mark Hellinger 
“Women and murder, I : 

en found, were the two The novel of the tabloids was 
Lo eae bound to be written. Here 


for circulation.” 


yrs ot ce re oe it 1s, dished up STEAMING 








terested in newspapers, HOT 

Here you will learn how news is 
made and made hot; how an editor 
who cannot wait for things to happen 
makes them happen—anything from 
love to murder; how characters are 
built up, paraded, made into news. 
You will find out the sinister meaning 
words for selling papers. 

This novel brings together an amaz- 5 y & M i L 5 G A U Vv R EA U 
ing group of characters who are in the 
news and behind it, celebrities and formerly editor of The Graphic, now editor of The Mirror 
obscurities of all kinds; it strips them 
of their false fronts and shows up their 
monstrosities. Ittears away the curtain of The scandals of a generation 
from the connections between politics 


NEWS willjolt you and sweep you off 
of the word “hot’’ as applied by a 
and the underworld, the prize ring that wants everything HOT” 


your feet. Itisa noveltelling aboutthe - 
career of a tabloid editor in an era of 

mad journalism, and it spares nothing 

and nobody, not even the author. All 

the wild, blazing, delirious symptoms 

of our time come together accentuated 

ina huge crash of realism—a sensation 

as though all the city manhole covers 

blew up at once. 

generation that wants everything hot, WW t yee % 
and you will find out the two hottest 

and the crook, and tells you how news 

is suppressed, sometimes for days, 


sometimes forever. ° ‘ 
No more daring book has been U. S. Congressman La Guardia writes: 
written in our time, and no book that “This is a daring book. The author knows what he is talk- 
comes closer to the vitals ofalarge city. . . 
ing about. I can certify to that from my own official experi- 
aT rae ence in a matter which involved two departments of the 






e ‘ ‘ " 
S government. The disclosures which I made on the floor of 
the House of Representatives were based on absolute proof 


from Gauvreau. We need more books like ‘Hot News’.” 









Ne ANe 
LS ¥ 


To be published 
July 8 


Order Now 
$2 





P 


ll 
Sy ee %/ 


© 387 Fourth Avenue - New York 


Macaulay - Pablhexs 
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Another Winner! 


By E. M. HULL Author of 
THE SHEIK 













published 
July 24th 
$2.00 












“I cannot marry you,’ she cried, ‘I've never cared for 
anyone—tn the way you mean!" 


The story of a 


girl, led by the ““Why?"’ he demanded fiercely. “‘Because I am an 
lure of adventure Arab? Do you think it is any insult that an Arab 
to one of the should love you?"’ And before she could evade him, 
lled 44 f she was lying crushed against his breast, shuddering 
wane cetses =O undet the burning kisses that seemed to scorch through 
the desert, where to her very soul. 
she became the Closer and closer he drew her to him until her body 
captive of a pow- ached with the merciless pressure of his strong arms, 


until at last a gasping cry was forced from her bruised 
‘nd quivering lips. 


THE CAPTIVE 
of the SAHARA 


By E. M. HULL Author of THE SHEIK 


gums DODD MEAD and CO., 449 FOURTH AVE., NEW YORK gaa 


erful sheik... 
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Capturing Your Sportsman 


An [x-Bookseller 


lor Instance, When There Are 75,000 Women Golfers IVhaling 

Away at Golf Balls from Coast to Coast, Why Not Pull Them Into 

Your Shops With Glenna Collett’s Helpful and Amusing “Ladies in 
the Rough?” 


VERY year many good books on 
H sport reach the market, but little is 

done with them. ‘The average 
bookseller is not a sportsman and has little 
interest therefore in this type of book. 
Usually, sport books are relegated to an 
unimportant corner of a store and are left 
there unsold, forming a kind of necessary 
evil shelf or two. Finally, they pass away 
on the mark-down sale, or are weeded out 
later to second-hand dealers. 

This seems to me to be a short-sighted 
attitude on the part of any bookseller. 
People primarily interested in sport may 
not be great readers, but given books on 
their own hobbies, undoubtedly they will 
read them. People not primarily interested 
in sport, but following it in a somewhat 
dilettante fashion, will be delighted with a 
new book on some sport of their interest, 
just as they would be with a new book on 
any other subject that they liked. 

My idea would be to work up a sports- 
man’s file in your shop. Put in this file 
the names of people who in your locality 
are interested in any particular sport and 
on their card indicate what one. You can 
easily work up such a list. First, it would 
be a simple matter to have your clerks 
draw out their customers as to their par- 
ticular sport interests. To extend this list, 


outside your regular customers, you could 
secure names from the various clubs de- 
voted to sport in your locality. 


Today, there are over three million 
people in the United States playing golf. 
‘They spend, by actual computation, over 
one billion a year on this sport, and they 
belong to over six thousand golf clubs. 

Certainly, a clever bookseller could work 
up a fine bit of patronage here, if he would 
but concentrate. Anything that can so 
capture the imagination of the public, that 
three million people are devoting hours of 
time to the actual doing of it, and spend- 
ing millions of dollars on playing it, must 
have room for one more bi-product of it. 
Bobby Jones is paid several hundred dollars 
a minute by broadcasting companies to 
give by wire a few golf instructions, and 
a small fortune from moving picture com- 
panies for short movie talks on golf style. 
And already now, for several years, news- 
paper syndicates have considered him 
enough of a drawing card to use his col- 
umns constantly. All of which goes to 
prove that the public does want golf in- 
struction—in almost any form. 

On the market now, there are many 
comprehensive books on golf. Some of 
them are new; some are old. No matter. 
If they are well written, by sound advisers, 
they are always valuable. Why would it 
not pay the bookseller to look over some 
of these books? He might even go into 
consultation with some good golfer about 
the worth of certain volumes. Get this 
person’s opinion and thereby his support. 








2938 


He could repay him by an occasional com- 
plimentary volume or two. He might even 
have cards printed to place in caddy house 
club rooms, advertising three or four 
worth-while golf books. ‘Then, he might 
make out a post card on which he describes 
in a few brief sentences, the high points of 
various golf books, and their particular in- 
terest to his prospective buyer. “These he 
could mail to club members. 

For instance, Jim Barnes had a pictorial 
book on golf style, published several years 
ago, that can still be recommended as in- 
valuable to any golfer. It was an expen- 
sive book, but remember most golf bugs are 
fanatics, and six or ten dollars for any real 
help in the game is nothing. ‘The plates of 
this book are so well done, that by studying 
them carefully, any man could improve his 
game. Glenna Collett, the National 
Woman’s Golf Champion, has a_ book, 
“Ladies in the Rough,” that anybody, but 
particularly women golfers, would enjoy. 
It is both historic, and instructive, well 
written and practical, When there are 
75,000 women golfers whaling away at 
golf balls from coast to coast, why not put 
in their hands this amusing and helpful 
hobby book. Gene Sarazen has done a 
good job in “Gene Sarazen’s Common 
Sense Golf Tips,” and Bobby Jones’ 
“Down the Fairway,” ought to be in 
every fan’s library. 

If this postcard announcement does not 
seem personal enough, it might be well to 
write letters to these people. You are 
working up a new customer file, and you 
will need to exert extra effort. Because 
sport is limited, it may seem impractical. 
But once you get these people into your 
shop, sport can lead to mystery, and mys- 
tery to biography, and so on. 

Yesterday, I received a charming note in 
his own hand, from a shirtmaker, who has 
held sway, for thirty years or more, in the 
East Forties. In this letter to me, he had 
courteously expressed a desire to call on 
me, to show me his new spring shirtings. 
Also, he had reminded me ot my past 
patronage and his appreciation of it. If 
he had sent me an engraved card about his 
new shirtings, I should have tossed it in 
the wastebasket, and promptly forgotten 
him, but because of his personal effort, I 
shall drop into his shop, in the near future, 
and probably place an order with him. 
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_ To me, the importance of individuality 
in making yourself known to new cys. 
tomers, cannot be over-estimated. [{ vou 
yourself, have not the time to write these 
personal letters, among your college-bred 
clerks there must be some with outstanding 
handwritings. 

Since sport is a seasonal affair, almost 
every month in the year could be used to 
typify one branch of it. An investigation 
recently showed that in the United States 
there are five thousand gun clubs, with, oj 
course, many thousand members. ‘There 
are books on the care of the gun; on the 
proper guns for certain hunting events, 
The new game “Skeet” has its followers. 
and trapshooting also is a favorite sport. 
Any sporting goods house would be glad 
to cooperate with you in a week devoted to 
shooting and hunting. Lists of gun club 
members and announcements sent to them 
could insure an interested group of people. 
Shooting novelties could be displayed, along 
with beautiful and practical books on hunt- 
ing. 

Tennis could also be stressed—particu- 
larly at the proper seasons It would be 
well to synchronize your tennis week with 
some tennis tournament in your locality. 
Have your window gay with new tennis 
sport clothes; drawings and posters; (per- 
haps some of Helen Wills Moody’s things) 
and some photographs of two or three out- 
standing tennis players. Notes to members 
of tennis clubs and country clubs will 
strengthen your efforts, and attract atten- 
tion to your shop. 

Golf could be stressed several times a 
year, with attractive window displays, and 
announcements of a golf afternoon, with 
some star on hand to discuss golf prob- 
lems. Often “professionals” from the big 
cities are in town giving exhibitions, men 
like Barnes or Hagen, Horton Smith or 
Leo Diegel; these men, particularly if they 
have books on the market, could be induced 
to go to your store to answer questions and 
autograph their books. 

There are a great many more people in 
the United States today who know who 
Bobby Jones and Glenna Collett are, than 
know of some child poet of ten or some 
older one of thirty. The bookseller knows 
the poets better, undoubtedly, but the pub- 
lic whom the bookseller hopes to reach, 
knows the golfers. 
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Why not run to meet the public with the 
very thing it specializes in—sport? Cer- 
tainly, the number of hours spent in sport 
endeavor give the cue to the way the wind 
lies. Capturing the hours that cannot be 
devoted to actual sport, because of bad 
weather or darkness, with sport bi-products 
__technical books on sport, sport stories, 
adventure stories around sport—seems one 
way of increasing business and making 
your stores serve the public more generally. 

There will be cries here from the average 
hookseller that sport books cannot be sold. 
But they cannot be sold because they are 
not pushed. I have worked for ten years 
myself in bookshops from Seattle to New 
York City, and have hung around them, 
when not working in them. Booksellers 
clasp the newest volumes on almost any- 
thing to their breasts, before they will sport 
books. ‘They fail to see any commercial 
value in them and therefore they neglect 
them. ‘They neglect them because nine out 
of ten booksellers have no athletic interests. 

However, there is one New York book- 
seller who does not overlook the sport book. 
This is Mabel Jettinghoff of the Penn 
Terminal Bookshop. As an example—a 
good book on boxing reached the market. 
Miss Jettinghoff did a window around this 
book, filling it with boxing gloves, sponges, 
pails and towels—then emphasizing the 
vivid book jacket with a background to 
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match. She stopped traffic that week and 
she sold that book in fine style. But Miss 
Jettinghoff is a tennis player, and has a 
feeling for other sports. 

When I was a bookseller, I lived for 
books and books alone. I stuck up my 
nose at magazines, and newspapers bored 
me—all except the book sections. I was 
horrified that my friends did not know 
that the last Willa Cather was just out, 
or that we only had one more week to wait 
for the new Michael Arlen. Books, not 
people, mattered to me, unless those people 
would talk or buy books. 

Now that I have gone out of bookselling, 
I realize that books as a whole play a very 
minute part in the lives of most people. 
That the arrival of a Michael Arlen or its 
failure to arrive makes no dent whatsoever 
in the general routine of their lives. If 
they have their attention caught by a book 
on some phase of life in which they are 
interested they will read it, but they will 
not die if they do not. 

But since high pressure selling has been 
brought to bear on the small portion of 
the public which does crave books, would it 
not be an excellent thing now to go out in 
a big way after the people who, because 
they generally are free with their money, 
particularly for some side issue of their 
own hobby, would be real customers? | 
mean the sportsman. 


Spring Book Show in a Bank 


Elizabeth L. Lustig 
| The Booke Shop, at 4 Market Square, Providence 


Tee Rhode Island Hospital Trust 
Company, one of the larger banks 
in Providence, runs an exhibition 
in its foyer every week. These exhibitions, 
limited to depositors of the bank, are 
planned to promote better acquaintance 
with the activities—industrial, civic and 
social—of the community. 

Last March we asked if it would be 
possible for The Booke Shop to have a dis- 
play some time in the spring, and were 
told that the third week in May was avail- 
able. We were sent instructions as to 


amount of space available, with the sug- 
gestion that we arrange everything in our 


own shop three weeks prior, in order to 
get the general effect and to make any 
changes which might present themselves. 
This seemed fairly simple to us, so with 
no more ado, we signed up for the space. 
We were somewhat staggered when one 
of the Committee informed us that some 
exhibitors spent as much as three or four 
hundred dollars for their displays! The 
Booke Shop, having been burned out in 
November, did not feel like using any 
great amount of money. We also decided 
not to engage a professional, but to do the 
planning and arranging ourselves. 
. The weeks flew by, and suddenly it was 
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From this exhibit in the Rhode Island Hospital Trust, The Booke Shop sold 


about $80 worth of books, besides 


the first of May. We knew that we must 
really display the books in our shop, as 
suggested, so we hauled out some boards 
corresponding in dimension to our allotted 
space, and set these up on clothes-horses. 
Then came the problem of background; 
what next? Fortunately for us, in our 
building is a flourishing concern of interior 
decorators, two extremely able and artistic 
women. One of them suggested that we 
use the back curtains of blue velvet pro- 
vided by the bank, and cover these with 
midnight blue tarleton over which we would 
letter in gold The Booke Shop at 4 Mar- 
ket Square. It was an easy enough mat- 
ter to have the letters drawn on gilt paper, 
but if any of you have never with pains- 
taking care cut out the capitals “E” and 
“A,” and the number “4,” you cannot pos- 
sibly imagine what throes we went through. 
Here again we were lucky, for one of our 
friends and customers who called on us 
while we were struggling is extremely able 
She completed the 
them to the 


with scissors and paste. 
letters for us, and attached 
tarleton. 

Finally we arranged our books, planned 
our posters and thought that everything 
else would be simple. 

Now came the day of the exhibition—our 


space was to be ready at half past three. 


getting much valuable publicity 


And what a hot afternoon it was; muggy, 
with the sun beating through the mist on to 
the pavements. Mrs. Bradley offered to 
tend shop while Miss Stromberg (our sec 
retary) and I went over to arrange the 
exhibit. Getting the tarleton with its gold 
lettering safely to the alloted place pre- 
sented difficulties. Finally we tacked the 
yards of material onto a long board and 
carried this nonchalantly through the 
streets of Providence. The table given us 
was about twelve feet long and three or 
four feet from the floor; the back drop 
must hang from the ceiling five or six feet 
in the air. No signs of a step ladder, so 
while I stood on the table, Miss Strom 
berg handed me tacks and pins, and told 
me when the letters were straight. Mean 
while we decided that every customer The 
Booke Shop had ever had walked by and 
laughed at us, or stayed to scoff and com- 
ment. However, after the drops and post- 
ers were arranged, we came to the books. 
‘These were much easier. 

At one end we had a shelf of travel ol- 
umes behind which hung the Wonde! 
ground Map of London. In the cente! 
our most intriguing children’s books, and 
between these little bright-colored wooden 
Pinnochios from Italy and charming tinted 
plaster figures of characters from “Alice 
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in Wonderland.” In the center was a flat 
table top, covered with a borrowed tapes- 
try. Here we displayed our “gift books,” 
sumptuous volumes with tooled bindings in 
red, blue and green leather. Beside these 
we placed a stunning Chinese blue vase in 
which was a cluster of yellow gladioli 
(which had to be changed several times 
during the week.) At the extreme right 
were the shelves of fiction and non-fiction, 
a display of cook books, volumes on bridge, 
gardening, a few plays and some poetry 
volumes, 

The entire length of the table in the 
front of the books was given to free cata- 
logs which we had obtained through the 
cooperation of many publishers. Also, I 
might add here that a number of the books 
which we showed were sent us “on sale” 
so that we did not have to deplete our own 
stock to any great extent. We also placed 
conspicuously a mailing book where people 
who wished our literature sent to them 
regularly were to sign their names and 
addresses. 

When the exhibition was finally ar- 
ranged, we stepped across to the opposite 
side of the room and_ looked critically 
at our handiwork. We had worked so 
hard that we really could not tell whether 


Library Mail Service! 


We propose 


To send you the types of books you wish to read, on any week day which you may 


indicate. 


To keep our library up to date, so that you may have the exact titles which you request, 


sent to you promptly. 


'o select your books for you if you have no definite titles in mind—with your help in 


indicating your general reading preferences. 
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it was attractive, or just one grand mess. 
But by the next morning we had received 
many compliments; and the actual tangible 
results more than justified our expenditure 
of time and energy. 

By a check-up taken by the bank, over 
twenty-two hundred people stopped and 
looked at our books; almost all of these 
took at least one free catalog. 

When we looked in our mailing book, 
we found seventy-five new names—all of 
them, of course, prospective customers. 

Several people came right over to our 
shop, saying that they had never known 
about us before. Some just browsed ; some 
bought books, and others joined our lend 
ing library. (To all we gave a copy of the 
circular reprinted below. ) 

From the exhibition itself we sold about 
eighty dollars’ worth of books to people 
who had seen them there, and found just 
what they had long yearned for. 

And not one book was stolen. To be 
sure, a copy of ‘“The Road Back” by Rem- 
arque had been read through, but we could 
hardly object to that. 

Altogether we feel that the exhibition 
was a distinct success, well worth plan- 
ning—and an easy way of getting before 
the public eye. 





To keep your FEE-POSTAGE card in our files, open for your inspection. 


We suggest that you 


Fill out the attached blank, thus becoming a member of our LENDING LIBRARY MAIL 7 
SERVICE, and receiving our monthly lists of new books. 


| The Booke Shop at 4 Market Square 
Providence, R. I. 


: I would like to join your LENDING LIBRARY MAIL SERVICE. 
| Please charge a fifty day FEE-POSTAGE CARD ($4.00) to my account. [J 


' I am enclosing $4.00 for a FEE-POSTAGE CARD. 


SONI PRN 220 oye 8 a ee 


¢ PONG eS hocks be eccd cee eee 


titan caewaual I I i eS os aw tis 
(Each day of the fee-postage card is worth four cents: postage and amount due on book ' 
is punched off by our librarian as books are returned.) 
. PLEASE NOTIFY ME when my card is exhausted 0 
7 PLEASE CHARGE ME with another card after the first one is exhausted ‘es 


PSO SS C8 8SSSS SPOS SEOSMGO OS HOSE DOH ODEO 


LAKE SPSOSCEORO DECC ECSHESCC EHS OSSE SOEMBBROCCE EEC CHE CEE DS OBE 


WN i etch cbbaneceounas 
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How Does the Canadian Budget 
Affect Us? 


Findlay I. Weaver 
Editor of the Canadian Bookman 


S indicated by the last Canadian let- 
A ter, the 1931 Budget brought 
down by the Dominion Govern- 
ment has occasioned something in the nat- 
ure of a crisis in the booktrade of Canada. 
As a consequence representatives of the 
publishers’ and booksellers’ organizations 
met in Toronto a few days ago and, rea- 
lizing to the full what confronted them, 
they discarded secondary considerations 
which might easily have involved bickering 
and dissension, in favor of concentration 
upon the real issue and the wisest course 
to pursue in the impasse brought about by 
the action of the Government. 

The result was the adoption of a price- 
scale approximating 10% advance over the 
present retail prices of books of the gen- 
eral class sold in bookstores, with an in- 
crease of the discount to the retail trade 
to 35%. This is to become effective July 
Ist. 

For years it has been the practice to 
retail books in Canada at U. S. list prices 
with regard to books published in that 
country, despite the 10% customs tariff 
applying to all such importations. One 


reason for this was the recognized advan- - 


tage of operating on the same list prices. 

The first blow against this policy was 
the action, last September, of the newly 
elected Conservative Government, in nulli- 
fying an age-long system of valuation 
whereby importers of books paid duty on 
the actual net amount of their invoices, 
which frequently carried discounts of 60% 
from list prices. ‘The new regulation rec- 
ognized, for customs valuation purposes, no 
greater discounts than 50%, or the pre- 
vailing wholesale rates in the country from 
which the books were imported. This hit 
the Canadian importer-publishers a severe 
blow and naturally the retailers are also 
affected in such cases. 

Then came the rumors of an increase in 


the sales tax to 4% or 5% with the bring- 
ing down of the 1931 Budget at Ottawa. 
These prognostications proved to be only 
too correct. The sales tax became 4%, as 
against the previous 1%, in addition to 
1% excise tax! The publishers and whole- 
salers had no recourse but to pass these 
taxes on to the retailers. 

The fat was then in the fire! Some- 
thing had to be done, and the outcome is 
the wise course adopted by representatives 
of the two organizations in advancing the 
retail prices of books to take care of the 
increased costs on a basis of permitting the 
increase to 35% of the discount to the 
trade from the new scale of list prices, thus 
making it possible for the retailers to real- 
ize an adequate margin of profit. 

By many it is considered that this step 
represents the salvation of the Canadian 
booktrade, greatly ameliorating the adverse 
effects of the Government’s revised system 
of customs evaluation and the severe im 
posts in the way of the sales tax and excise 
tax on importations. 

But there is another serious aspect o! 
the new budget. Educational and scientific 
books come into Canada free of duty, as 
do religious books, but whereas in the first 
war-time application of the sales tax, it 
applied to none of these groups of books, 
now the only exceptions are those in the 
religious group. Educational and scientific 
books must now bear the 4% sales tax and 
the 1% excise tax. Thus there will have 
to be advances in the Canadian prices of 
these books as well as the books which 
come under the general and _ preferential 
tariffs, 

So much for the booktrade proper. Now 
we come to the periodical trade. Here the 
Government’s action has been much more 
drastic, the new duty involving the applica- 
tion of a tax of 15c. per pound on maga- 
zines and other periodicals coming into 
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Canada. There have been barrages of pro- 
tests brought to bear upon the seat of 
sovernment at Ottawa, and so many 
rumors are now afloat that one must wait 
until the smoke-screen clears before telling 
just what is what. 
- There are definite reports of decision on 
the part of certain large United States 
magazine publishers to print Canadian edi- 
tions of their magazines in this country, 
not only for the Canadian trade but for 
export trade, because of consequent advan- 
tages of exporting from Canada to other 
lands rather than exporting from the 
United States. Analogous cases are cited 
in the automobile industry and other lines 
of manufacture. 

There are also many rumors of excep- 
tions in respect to magazines of certain 
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types—educational, highly literary, etc.— 
but the main object is not to be lost sight 
of; that is the application of this 15% tax 
to periodicals in which the advertising 
pages are of major importance. In other 
words the enactment is aimed at the adver- 
tising matter spread broadcast in Canada 
by means of the millions of copies of peri- 
odicals which come regularly into this 
country. 

The individual subscriber will be greatly 
inconvenienced because the tax is to apply 
in the case of each copy of every magazine 
coming into the country (with the possible 
exceptions already indicated) and the neces- 
sity for calling at the Customs House to 
clear them. ‘The havoc that this will play 
with the subscription business can only be 
imagined. 


In and Out of the Corner Office 


RANK SWINNERTON writes 
} from London: “‘New publishers pro- 
vide the chief item in recent London 
events. “There are several of them: what 
their fortunes will be I cannot yet pretend 
to estimate. First of all there is the firm 
of Ivor Nicholson and Watson. Watson 
is a son of Angus Watson, who was until 
recently at the head of a great canned fish 
firm, and he has great spirit and determi- 
nation. Ivor Nicholson was at one time in 
the Ministry of Information (that was in 
the later days of the War), was then with 
Cassells, and for a number of years has been 
connected with the London magazines of 
the Hearst firm. He has many friends, a 
wide knowledge of literary matters, is very 
shrewd, and should be likely to project an 
enterprising popular list. The firm will 
not be a highbrow firm, but when it starts 
publishing in the autumn it should have 
that exceptional thing (so difficult for 
young publishers to achieve )—a list. 
“Then there is Philip Earle, whose first 
book is just published. This is a detective 
mystery story. But a series of reprints of 
tamiliar and less-familiar classics is an- 
nounced, and so is a new edition of Jane 
Austen’s “Lady Susan,” edited and intro- 
duced by Mr. Brimley Johnson, whose 
knowledge of Miss Austen’s works is prob- 


ably unsurpassed among living students of 
the lady’s genius. 1 cannot give further 
particulars, because I do not know them; 
but if the firm has a plan of campaign more 
should be known about it when publishing 
re-starts in earnest after the summer holi- 
days. Firm number three is the result of a 
collaboration between Alec MacLehose who 
is connected with the great printing family 
of Glasgow, and a son of Professor Tout 
of Manchester University.” * #* & 

Mrs. Hope Davis Greely has left Lor- 
ing, Short & Harmon to become the di- 
rector of the Junior Book Department at 
The Portland Book Shop, Portland, 
Maine. # # & 

John Dandridge Stanard, formerly as- 
sistant advertising manager of E. P. Dut- 
ton & Co., has been made advertising and 
sales promotion manager of the College 
Entrance Book Co., New York. * #* % 

Maynard A. Dominick, treasurer of 
Frederick A. Stokes Company, has re- 
covered sufficiently from his accident of six 
months ago to be back at his desk again. 
se Ss 

We hasten to correct the announcement 
made in this department last week to the 
effect that Michael March is now the book 
editor of the Brooklyn Daily Eagle. 


George Currie is still the book editor. 
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ie Fen every man a debtor to his profes- 
sion, from the which, as men of course 
do seek to receive countenance and profit, so 
ought they of duty to endeavor themselves, by 
way of amends, to be a help and ornament 
thereunto. —BACON. 





Newbery Medal Awarded by 
Librarians 


N Tuesday at New Haven the chil- 
dren’s librarians awarded the John 
Newbery Medal to Elizabeth 

Coatsworth for her “The Cat Who Went 
to Heaven” as the best child’s book of 
1930. Miss Coatsworth is best known to 
us as a poet. Her earliest books were col- 
lections of her poems “Fox Footprints,” 
published by Knopf in 1923, and “Atlas 
and Beyond,” published by Harper in 
1924. “The Cat Who Went to Heaven” 
is her fourth volume for children. As 
Miss Davis points out in her article about 
Miss Coatsworth’s work in the Children’s 
Department in this issue, all Miss Coats- 
worth’s books for children are distinguished 
for their poetic quality. 

The other books considered for the New- 
bery Medal, we are told by the children’s 
librarians, were “Floating Island” by Anne 
Parrish; “The Dark Star of Itza” by 
Alida Malkus; “Queer Person” by Ralph 
Hubbard; “Mountains Are Free” by Julia 
Adams; “Spice and the Devil’s Cave’ by 
Agnes Hewes; “Meggy MclIntosh” by 
E. J. Gray; “Garram the Hunter” by 
Herbert Best, and “Ood-le-uk the Wan- 
derer” by Alice Lide and M. A. Johansen. 





The Publishers’ Weep), 


This is the third year in succession that 
the Newbery Medal has been awarded to 
a Macmillan book, last year’s award hay- 
ing gone to Rachel Field’s “Hitty,” and 
the 1929 award to Eric Kelly’s “The 
‘Trumpeter of Krakow.” Other awards 
have been to Van Loon’s “Story of Man- 
kind,” (Liveright) ; Lofting’s “Voyages of 
Dr. Dolittle’ (Stokes); Hawes’ “The 
Dark Frigate” (Little, Brown) ; Finger’s 
“Tales from Silver Lands” (Doubleday) ; 
Chrisman’s “Shen of the Sea” (Dutton) : 
James’ “Smoky: The Cowboy” (Scribner) : 
Mukerji’s “Gay-neck: The Pigeon” (Dut 
ton). 


Are There Too Many Books? 


ITTLE, BROWN AND COM- 
PANY, so a letter in the morning’s 


mail tells us, have again cut down 
the length of their summer and autumn 
list. “They will publish 45 books as com- 
pared with 50 in the corresponding publish- 
ing season of 1930, and 66 in 1929. In 
another part of this issue there is a quota- 
tion from a letter from John Macrae, Jr., 
of Dutton which says that the juveniles 
from that house will number less than 
half as many as last year. On the other 
hand the New York Times of June 24th 
quotes Frederick A. Stokes, on the occa- 
sion of his fiftieth anniversary, as deplor- 
ing the shrinking publication lists. 

“The policy of conservatism and restric- 
tion in book lists which most publishers 
have adopted makes it difficult for the 
young American writer without an estab- 
lished reputation to get a book published,” 
he said. He added that one of the leading 
publishers in the country would publish 
this year only the books of accepted writers. 

“American literature may suffer as the 
result of this policy, not only because this 
conservatism may discourage new writers 
and force them to give up writing, but 
also because many worth-while books 0! 
permanent literary or artistic value may 
never see daylight simply because they do 
not promise any great financial returns.” 

These are times certainly when pub- 
lishers need to choose their books more 
carefully than ever. It was said a few 
years ago that anyone could get his book 
published “if not by one publisher then by 
another.” The difficulty always is that 
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what is tripe for you is often not tripe for 
me. A novel that Mrs. Jones calls a good 
clean book, her daughter may find, if she 
takes her mother’s recommendation, to pre- 
sent nothing more complicated in the way 
of character drawing than the girls’ books 
which she has now firmly put aside. A 
novel she enjoys may horrify her mother. 

Even with publishers’ lists cut down as 
they now are, one grand thing about a 
bookshop is the variety it offers. Few of 
us feel as the woman did who went into 
Brentano’s recently and asked wistfully: 
‘Have you anything new? I’ve read every- 
thing up to Friday.” Over the radio 
Rudy Vallee sings ““There Ought to Be a 
Moonlight Saving Time.” Half an hour 
later Chevalier sings it. And most nights 
since, someone has sung it or played it. 
But we haven’t minded because each night 
we were reading a different book. 


What People Want to Read About 


HE American Library Association 

and the University of Chicago Press 

have just prepared a study called 
“What People Want to Read About.” 
It’s a’study of group interests and a sur- 
vey of the problems of adult reading, and 
has been prepared by Douglas Waples of 
the Graduate School at the University of 
Chicago, and Ralph W. Tyler of the 
Bureau of Educational Research of Ohio 
State University. 

They have found out nothing as yet 
about what people do read, confining their 
search entirely to what people would like 
to read about. By preparing a list of one 
hundred and seventeen subjects like “The 
Next War,” “Sports.” “The Movies,” 
“Successful Marriage,” ‘Party Politics,” 
and “Success in Business” as a test to find 
out what subjects are most interesting to 
certain groups of people. By groups are 
meant people who are alike in sex, amount 
of schooling, type of occupation and type 
of environment. 

Among the groups were business and 
professional men, college students, factory 
workers and mechanics, farmers, graduate 
students, high school students, post office 
employees, prisoners, store clerks, teachers, 
telephone operators, waiters and waitresses. 
These were sub-divided again according to 
sex large and little readers, country and 
city ‘wellers, older and younger. The 
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use of the group as a unit of measurement 
is the distinguishing feature of the study, 
which shows how the interests of several 
different groups compare on the same topic; 
how they compare in respect to several re- 
lated topics. ‘The general field of biog- 
raphy is far less interesting to the sixteen 
selected groups than many other fields of 
the same scope. 

For all groups the authors recommend: 

1. That book publishers experiment with 
non-fiction on subjects of interest to men 
and women of limited schooling, since the 
interests of such groups, who now read 
few, if any non-fiction books are no less 
marked than those of college graduates. 
Furthermore, readable books on the topics 
of major interest to groups having no more 
than high school education are believed to 
be scarce. ‘ 

2. That similar use of the data be made 
by public libraries and other agencies for 
adult education. The evidence is clear 
that large numbers of adults, whose school- 
ing amounts to high school graduation or 
less, are eager to read upon at least a 
dozen socially important subjects on which 
readable books exist. 

3. That college librarians and college 
curriculum authorities provide readable 
books and magazine material on subjects 
not covered by courses of instruction open 
to all students of each sex but subjects in 
which students of each sex are keenly in- 
terested. This recommendation is educa- 
tionally sound because of the obvious social 
importance of most of the topics such stu- 
dents prefer as shown by the returns. 

4. That similar use of the data be made 
by librarians and curriculum authorities on 
the high school level. 

5. That the same application be made by 
college librarians in selecting readings of 
interest and value to different groups of 
college alumni. 

6. That each agency for adult educa- 
tion—forum, reading circle, night school, 
correspondence school, radio series, and the 
like—experiment with offerings on the 
subjects preferred by a majority of the 
groups within their respective clienteles. 
(he results should show to what extent 
preferred subjects, as shown by the find- 
ings, are as interesting to here discussed 
in forums, to study and night schools, to 
hear about on the radio, and the like, as 
they are to read about. 








2946 





The Publishers’ W eck), 


Sales Notes 


yachting customer, the Stamford 

Bookstore, in Stamford, Conn., sec- 
cured the local agency for the sale of gov- 
ernment charts and maps and other aids 
to navigation. Elise R. Noyes, manager, 
says that since Stamford is a_ business 
center for several yacht clubs, shipyards, 
etc., she has found the charts to be a very 
satisfactory side-line financially, besides 
bringing in new customers. ‘There are 
no plugs or remainders in charts, for as 
they become obsolete they are replaced by 
the government, with full credit to the 
dealer. ‘The case which Mrs. Noyes had 
built to hold the stock of charts serves as 
a counter for books on boats, voyages and 
navigation. ‘The near-by wall is papered 
in dark blue as a background for ship 
prints and small ship models. ‘This year 
the Bookstore is adding the simple instru- 
ments for navigation. <A ‘“‘Sailor’s Book- 
shelf” is also being mailed out to yacht 
club members and a handsome poster pro- 
vided by the government is being dis- 
tributed. 

“The Sailor’s Bookshelf” of “recent use- 
ful and readable books for sea-lovers” is a 
small one-fold brochure, printed on a light 
green paper. Its simplicity and business- 
like appearance is very effective. The 
order blank is printed on the back page. 

Below is a sample of the listing: 


Se years ago, on the advice of a 


Ships 
Schoettle—Sailing Craft ........ $12.00 
McKay—Some Famous Ships and 

and ther Butider:............ 7.50 
Dow—Sailing Ships of New Eng- 

I Sa ll andi a 6. We Us 7.50 
Grant—Sail Ho! .........00. 5.00 
Davis—Ships of the Past ...... 12.50 
Lubbock—Downeasters ......... 10.00 
Cutler—Greyhounds of the Sea .. 15.00 
Anderson—Sailing Ships ........ 3.50 
Chatterton—Sailing Ships and their 

SE Cres backers baer e ed stets 5.00 
Holland—Historic Ships ....... 4.00 

Navigation 
Cugle—Navigation ............ $ 6.00 
Hosmer—Navigation ........... 2.50 
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| Tue Housatonuc Booxsuop 
| at Salisbury, Litchfield County, 
| Connecticut was opened during 
| the summer of 1930. The Book- 
| shop occupies an old house near 
| the convergence of the Under 


Mountain Road and the Jona- 


| than Trumbull Highway. It en- 
| deavours to maintain the stand- 
| ards of a good metropolitan shop 
| in the quiet atmosphere of a 
Connecticut town. 

_ Catalogues are issued regularly 
| and are sent post free on request. 


Maurice Firuski’s bookmark 


‘ 
‘ 
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Nachtrieb & Company in Toledo have 
hit upon a happy little scheme for keeping 
in touch with customers during the sum- 
mer. It’s done through the rental library. 
The bookshop solicited business for the 
rental library vigorously, holding out as an 
inducement the ease with which customers 
could borrow from the library while out 
of town. The inducement proved potent. In 
some cases the customer has specified what 
books he wanted sent; in other cases the 
matter is left to the discretion of the shop. 
Summer addresses are of course obtained, 
as are the dates to be covered and the num- 
ber of books to be sent periodically. When 
the books are sent they are packed in con- 
tainers stout enough for their return. With 
each book or books Nachtrieb encloses a 
sheet of wrapping paper, a stamped self- 
addressed parcel-post label and the latest 
copy of the New York Times Book Re- 
view. R. F. Nachtrieb says that he dis- 
covered the stamped return label to be a 
very effective trick. As a result of this 
rental library scheme, the shop has far 
more rental library borrowers than it has 
ever had before, as well as a valuable mail- 
ing list of vacation addresses. 

st 

Knopf supplied Ruth May, manager of 
the Doubleday shop in the Barclay Hotel, 
New York City, with a large reproduction 
of a page from Everyweek Magazine fea- 
turing “Among the Nudists.” Miss May 
tacked it up on the wall and says it helped 
a great deal in selling the title. The climax 
of the sale came when a gentleman of the 
clergy came in, solemnly read the page, 
looked over the book, bought it and de- 
parted with the remark, “The goings-on 
in Germany are terrible, aren’t they?” 
Miss May suggests that the Helen Hokin- 
son drawing, “So You’re Going to Buy a 
Book!”’, which forms the cover of the 
Minton, Balch fall catalog, if enlarged, 
would make an excellent window poster. 


et SS 

Maurice Firuski’s Housatonuc Bookshop 
in Salisbury, Conn., distributes a really 
satisfactory map-bookmark which we here 
reproduce. Firuski published a short while 
ago a brief list entitled “A Selected List 
of Some Recently Published Books With 
a Brief Note on Certain Standard Editions 
Always Kept in Stock.” The introduction 
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to this list is a good example of what can 
be done by the small, intimate shop to 
create a list “atmosphere” without offend- 
ing. It reads: “It may be argued that a 
Bookseller must have no opinions; that his 
shop is of value when it has on hand what 
is asked for. Literally, this is impossible 
for the small shop and especially for those 
who in conscious madness or in defiance 
of the times prefer to do business in the 
country. “There is a pleasure in being 
mad, which none but the madmen know.’ 
And so it becomes a compromise between 
arbitrary, personal selection and the local 
demand. The results are interesting. 
Among the number of books always kept 
in stock at the Housatonuc Bookshop the 
following are typical.” 


eS 


As to picture books for children, there 
is no doubt that displaying them in a spe- 
cial rack, or open case, half sells them. 
Esther Nowlin has recently obtained one 
for the Juvenile Department in Dutton’s 
Bookstore and says that picture book sales 
soared at once. 


The cover of the Minton, Balch fall cata- 
log, if enlarged, would make an excellent 
window poster, says one bookseller 
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What Did the Convention Do? 


Ellis W. Meyers 


Executive Secretary of the A.B.A. 


HE discussions and resolutions of 

the Philadelphia Convention pro- 

vided material for the following 
program of activity: 

1. Stock Control. A method for pro- 
viding complete knowledge of merchandise 
on hand, buying possibilities for the suc- 
ceeding month, and “histories” of every 
item and author. It was brought to the 
attention of the meeting by a member who 
operates it successfully, and who described 
that operation and offered suggestions for 
starting it in other bookstores. A summary 
of the preliminary steps has already been 
sent to every member, and a request for 
additional information has gone to all 
booksellers who have a similar system so 
that further information may be provided. 

2. Reprints. Careful discussion of this 
subject under the chairmanship of O. H. 
Cheney brought out some important points, 
and found the booksellers ready to accept 
the Cheney report on this subject. The 
Joint Board has received the recommenda- 
tions of the convention and has taken them 
into consideration. An agreement of the 
Joint Board in this matter will lead to 
recommendations to publishers and_book- 
sellers through the executive committees of 
both trade associations, and, in all prob- 
ability, a uniform practice will be adopted 
by the industry. 

3. Mail Order Advertising. Plans 
that are today proving effective for in- 
dividual booksellers were explained by 
those who have successfully operated mail 
order campaigns from the bookstores. This 
material is being used as a foundation for 
further investigation into this type of work 
and the executive office has solicited the aid 
of several of the publishers in the pre- 
liminary survey. A real test, with care- 
fully checked results, will be made during 
the fall in order to find out whether mail 
order advertising can be made to pay and 
the results will be broadcast to all A.B.A. 


members, 


4. Lowered Costs. Booksellers attend- 
ing the convention unselfishly explained 
their methods for reducing overhead ex- 
penditure to a minimum. The executive 
office is constantly adding to this informa- 
tion which is made available to all members. 


5. Uniform Accounting Methods. The 
systems in vogue at such stores as the Old 
Corner Bookstore, the Stewart Kidd Com- 
pany and others were explained. The As- 
sociation is working with O. H. Cheney 
who is devoting considerable time to the 
methods used in bookstores and it is ex- 
pected that there will be devised a simple 
system of record-keeping that will be in- 
expensive and useful to all bookstores. 


6. Publication Dates. The convention 
recorded its desire to have all booksellers 
observe publication dates and every mem 
ber of the Association is being asked to 
pledge himself to do so. 

7. Advertising Practice. ‘The conven- 
tion asked, for the benefit of all booksellers 
and the publishers, that jackets, displays 
and advertising of every type be written so 
that it is informative. ‘The _ bookseller 
wishes to have complete information re- 
garding each title in order that it may not 
find its way into the hands of a customer 
for whom it is not intended, and has earn- 
estly requested that the publisher’s adver- 
tising be utilized for that purpose. ‘The 
members of the Association believe that this 
will receive a favorable reaction from the 
public. 

8. Satisfied Customers. ‘The conven- 
tion recorded its approval of some plan (to 
be worked out in detail by the Board) that 
will enable the bookseller to guarantee a 
certain amount of satisfaction to his cus- 
tomers. It was the consensus of opinion 
among booksellers that customers are being 
lost entirely, or that “buyers” are being 
turned into “borrowers” because of the fact 
that a portion of the publishing output |s 
not of the quality that bookbuyers demand. 
The “guaranteed books” plan was presented 
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as a means of eliminating this condition. 
It is felt that this plan will lessen the 
“‘sales-resistance” by re-establishing the 
confidence of customers in the store and 
the books we have to sell. 

The A.B. A. ‘This is a trade associa- 
tion organized for the purpose of estab- 
lishing sound trade practice, planning 
methods for increasing sales, and aiding its 
members in the operation of their individ- 
ual businesses. 
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It meets each year in order to discuss 
conditions in the industry, and to formulate 
methods for improving them. Its execu- 
tive office was opened so that the work of 
the annual convention might be continued 
throughout the year. The officers and 
members feel that the program outlined 
by the convention will produce positive re- 
sults and justifies the time and energy 
spent in building and operating the Asso- 
ciation. 


Los Angeles Booktrade News 


Phil Mackenzie 


in Los Angeles gleaned from Ernest 
Dawson of Dawson’s Book Shop may 
be summed up in a few sentences :— 

That during the twenty-six years Daw- 
son’s has been operating the banner year 
for both volume and net profit was 1930. 
That this business evinced itself in a grad- 
ually increasing volume from the first of 
that year. ‘That the first four months of 
1931 have equalled the first six of 1930. 
And lastly and most interesting is the fact 
that the clientele responsible for this busi- 
ness is entirely new. 

Considering general business conditions 
this might appear rather miraculous but 
Mr. Dawson has a logical explanation for 
it. He attributes it to a highly specialized 
sales staff, each member of which is an 
authority in his particular line, and a bal- 
ancing cost and sales price system which 
keeps books at salable prices regardless of 
cost. 

Mr. Dawson has recently returned from 
the East, during which buying trip he 
purchased approximately fifty thousand 
dollars worth of rare books—mostly first 
editions and Americana. Geraldine Kelly 
of his staff is now in Europe where she is 
authorized to buy first editions of English 
Literature, Incunabula, fine bindings, and 
early printings. All of which goes to ex- 


Fist: about the rare book business 


plain Mr. Dawson’s firm belief in the con- 
tinued success of his plan. 
es SF 

The oldest bookselling establishment in 

the city and one which is particularly 


unique in that it is still operated by its 
original owner is that of J. W. Fowler 
Bros. Founded in 1888 it has since then 
specialized in Bibles, of which it carries 800 
varieties, and in medical books. It is in- 
teresting to note that the recent business 
depression has neither increased nor de- 
creased the yearly sales of Bibles. They are 
still best sellers and have been according 
to Mr. Fowler, since he first began selling 
them here 43 years ago. 
es FF 

Autographs of the great and near great 
are evidently sources of interest to the buy- 
ing public of Los Angeles, and news of 
the sale of one of the rarest autographs 
of its kind comes from the shop of Dollman 
& Reynolds, 3331 Wilshire Blvd. It is 
that of Button Gwinnett, a signer of the 
Declaration of Independence, whose signa- 
tures are exceedingly scarce. 

Out of a highly diversified stock which 
ranges from ancient manuscripts and valu- 
able old books to the newest efforts of 
modern authors, Mrs, Dollman of the firm 
reports the interesting fact that books in 
limited editions and the latest novel of crime 
detection vie for first place in the favor of 
her exclusive clientele. 

ese SF 

An interesting experiment is being made 
on the students of the University of South- 
ern California through the Student Store 
Book-Shelf. 

There has always been some question as 
to whether the average student is sufh- 
ciently interested in the cultural side, of 
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education to warrant much expenditure on 
the part of the store on books. Recently, 
however, under the sponsorship of Pro- 
fessor Frank C. Baxter of the English 
department and Catherine Glover of the 
Book-Shelf, weckly exhibits of old manu- 
scripts and books belonging to various col- 
lectors among the faculty are being placed 
in the show-cases. At the same time sur- 
rounding cases are filled with modern 
books pertaining to the subject. 

A remarkable interest is being shown by 
the entire student body, and the increase 
in book sales is causing that department of 
the store to increase rapidly in size and 
equipment. Interest shown in the project 
by A. Edward Newton, who spoke a few 
weeks ago in the university auditorium, 
probably helped to acquaint the large 
crowds attracted by the lecture with this 
department of the store. 

es SF 

Los Angeles department stores are find- 
ing bookselling profitable, and the May 
Company, one of the major shops of this 
kind in the city, reports that its book 
department ranks as one of the highest 
paying sections of the store. 
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Mary Perks has built up a really fine 
bookselling business, and under her direc- 
tion the rental department has become one 
of the best in the United States. A recent 
check-up shows that an average of 4,000 
books per day are rented. Miss Perks, 
after surveying the year’s sales, states that 
the volume of books sold so far this year 
fully equals that of 1930 but in general 
those being bought are the cheaper ones. 
An increase in the demand for dollar edj- 
tions is also noticeable. The best seller of 
the month in this store was Culbertson’s 
“Bridge.” The great popularity of this 
book has forced others on the same subject 
to go on sale. 

eF SF SF 


Stanley Rose Inc., of 1625 Vine Street, 
Hollywood, recently published an essay by 
H. L. Mencken—“Lo, The Poor Book- 
seller” —for gratis distribution. It not only 
served as valuable institutional advertising, 
but provided an authentic first edition of 
Mencken, and an item bearing the Rose 
imprint and address that would always be 
kept on the collectors’ shelves. Copies are 
in demand, and requests for them come in 
daily from all parts of the country. 


Customers’ Choice 


UTH MAY is selling a goodly 
R number of copies of Stefan Zweig’s 
little book, “Amok” (Viking), in 
the Doubleday shop in the Barclay Hotel, 
New York. “Amok” seems to be the extra 
steamer gift extraordinary here. Miss May 
says that Colette’s latest, “Young Lady of 
Paris” (Boni), is just the thing for the 
sophisticate who “wants something light.” 
She has sold close to 50 copies already. 
ee 
We follow with gaping interest the 
career of “The Shiny Night” in the Chan- 
nel Bookshop. Harriet Anderson tells us 
that 200 copies have now been dispersed. 
Twenty-five more are on the way. Miss 
Anderson guaranteed “The Shiny Night.” 
Only two copies were returned. 
Fe 
Channel has just completed what seems 
to us to be one of the most fascinating of 
jobs—namely, assembling a library for a 


yacht. There are reference books, books 
on art, on sailing, how to get to Bali-Bali, 
fiction, everything. There’s even some- 
thing on Zanzibar. 
eS 
You can get almost any item relating to 
salt water from Alfred W. Paine, book- 
seller at 7 E. 12th Street, New York City. 
This gentleman is rapidly developing what 
will be New York’s only bookshop devoted 
exclusively to maritime subjects. Paine has 
recently published a “Catalogue of Books 
Relating to Salt Water.” 
se 
A bookseller friend of ours has been 
considerably amused by one customer who 
says that the only adjective to use in con- 
nection with Stopes’ “Married Love” |s 


arch. 
FSF 


“Married Love,” by the way, is continu- 
ing its court career. The Eugenics Pub- 
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lishing Company has filed a complaint in 
the United States District Court, South- 
ern District of New York, against G. P. 
Putnam’s Sons’ publication and distribution 
of the book. Eugenics claims to own the 
American publication rights. 
et 
“The Sixth Journey,” Alice Grant Ros- 
man’s latest, from Minton, Balch, has had 
an advance sale of 40,000—the largest 
Rosman advance. Baker & Taylor and the 
American News Company have substan- 
tially increased orders on it. Extensive 
advertising accompanies publication. 
et Ss 
We tried to get the facts on the matter 
of the Viking car ads which appear in 
Westchester and Long Island communters’ 
trains. So far as we know, this is the 
only recent book advertising of its kind. 
Viking says results are hard to trace. The 
hooks advertised are good sellers anyway. 
But the publishers still think it’s a good 
idea. A lot of people see the ads. 
se 
The business-man demand at present 
seems to be, “Business Adrift,’ ‘The 
Nemesis’ of American Business” and “a 
hook on Russia.” ‘‘Pan-Sovietism” from 
Houghton and two titles, “Red Villages: 
The Five-Year Plan in Agriculture”, ‘“The 
Success of the Five Year Plan,” both from 
International Publishers, are recent works 
on the subject. 


eM 
On June 18th in the New York Herald 
Tribune, Macaulay ran the “Virtue 


Ok’d” ad (see the Weekly of May 23rd) 
on Lois Bull’s “Broadway Virgin.” 600 
copies of the book were bought that day. 
et 
Viking has set a final date on “Alex- 
anderplatz, Berlin,” overdue now since last 
spring. September 4th is the announced 
publication date. The book will come in 
two volumes at $5. 
a 
We so often hear booksellers say, “If | 
like the book I can sell it.” Maybe we all 
ought to like more books. A new enthusi- 
asm might be “Four Handsome Negresses,” 
to be published by Cape &% Smith in July. 
It’s an account of what happens to four 
Negresses in darkest Africa as they undergo 
a Christianizing process. It has, we are 
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John Drinkwater’s “Life and Adventures 
of Carl Laemmle’ (Putnam) is a best 
seller in the Hollywood Book Store. 
told, an appeal comparable to Richard 

Hughes’ “The Innocent Voyage.” 
MB 
Moss & Kamin, booksellers in New 
York, have had considerable success with 
literary forums. ‘This last season they 
held a series of fortnightly lectures. Audi- 
ences averaged 450. “The Lynd Ward 
lecture sold close to 100 copies of “Mad 
Man’s Drum.” Rupert Hughes’ “No 
One Man” received a tremendous boost 
from the Hughes’ lecture, and so on. Moss 
& Kamin plan to continue the lectures next 
winter, at the Barbizon-Plaza. 
ss 
R. F. Nachtrieb of Nachtrieb & Com- 
pany in Toledo says of Rothenstein’s “Men 
and Memories” (Coward-McCann): “I 
rather suspect that ‘Men and Memories’ 
will sell as well with our clientele this fall 
as ‘San Michele’ did last fall. It is an 
extremely satisfying book and one that can 
safely be recommended for a variety of 
tastes.” 
eS 
We dropped into the Thousand Dollar 
Bookshop the other day to see how things 
were going. “Of course, it’s not an ex- 
hausting job,” they said. “We don’t have 
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browsers.” ‘They have a $4,000 Chippen- 
dale bookcase with one or two books in it 
just for the looks of the thing. But the 
greater part of the stock isn’t kept in the 
shop. 

et SF 

Kathleen Shepard’s ‘Working Girl,” 
published by the Mohawk Press, has been 
bought by Paramount, a month after pub- 
lication. 

es 

Last week’s Little, Brown ad giving the 
“Plain Facts’ about the summer and fall 
list, with the firm’s judgment as to each 
title’s probable sales this year, is the blurb- 
less kind of ad we would like to see more 
of. We are in receipt of a note from the 
Penn Publishing Company which is also 
encouraging. It reads in part: “In each 
and every case the Penn Publishing Com- 
pany blurbs on jacket flaps are used only 
and exclusively to give the prospective 
buyer a brief synopsis of the character of 
the story or a clear description of the con- 
tents of the book.” 

tS 

Margaret Ayer Barnes has completed 
the last chapter of her new book “West- 
ward Passage.” Houghton will publish it 
later in the year. 

et 

Harold Nicholson has succeeded the late 
Arnold Bennett as literary editor of the 
London Evening Standard. 

& 

“The Good Earth” (Day) keeps pro- 
gressing. ‘The total sales for May exceed 
those for April, as April had exceeded 
March. 

eM 

The Hebrew University at Jerusalem is 
going to publish a number of books on 
Palestinian history and archaeology. Bloch 
Publishing Company in New York City is 
sole agent for the sale of these books in 
the United States. A list of books may be 
obtained from Bloch at 31 West 31st 
Street. 

a 

A unique travel slogan which we noticed 
recently in a Fifth Avenue bus was on a 
poster ad of the Scribner Book Store. The 
ad began, “Read your way around the 
world,” and went on “Books of all pub- 
lishers at the Scribner Book Store. All 
buses stop at the door.” 
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Wm. Collins Sons & Company in New 
York received an order for 100,000 copies 
of a Bible, from Selfridge, large London 
department store. This is supposed to be 
the largest single order ever placed. Pre- 
vious to this the same store ordered 10,000 
copies of the Bible, all of which were 
sold in six weeks. 

we 

Archer Butler Hulbert has won the 
$5,000 Atlantic Monthly-Little, Brown 
competition for the best new book, not 
fiction, dealing with the American scene. 
Hulbert’s book will be published jn 
October and is called “Forty-Niners,’” 
Hulbert is professor of history and director 
of the Stewart Commision on Western 
History, Colorado College, Colorado. 500 
manuscripts were submitted in the contest. 


Prizes Awarded to Booksellers 
HE John Day Company has awarded 


prizes to booksellers for the best let- 
ters in response to the question: Why is 
“The Good Earth” both a best seller and 
“the best novel of the year’? The contest 
closed June 1st. The first prize of $50 
was won by Ruth A. Silliman, of Their 
Book Shop, Colorado Springs. ‘The second 
prize of $30 was won by Virginia Mc- 
Garrah, of Miuiller’s Bookstore, Atlanta. 
The third prize of $20 was won by Ada 
W. Hartman, of Harry Hartman, Book- 
seller, Inc., Seattle. Honorable mention 
was awarded to Carolyn Coggins of 
George W. Jacobs & Company, Philadel- 
phia; Mary Virginia Kagey of The Stu- 
dent Book Shop, Lynchburg, Virginia; 
Ward Macauley of Macauley’s Bookstore, 
Detroit; Lenore Glen Offord, of David 
Magee, San Francisco, and David A. 
Randall, of The Brick Row Book Shop, 
New York City. Each of these booksellers 
receives a presentation copy of “The Good 
Earth.” 


Winston Dictionary Receives 
High Tributes 
HAT “The Winston Simplified Dic- 


tionary,’ Encyclopedic Edition, as 4 
product has brought prestige to the city of 
Philadelphia was the opinion of the judges 
in the Philadelphia Advertised Exhibition 
held at the Bellevue-Stratford Hotel, June 
1, 2 and 3, under the sponsorship of the 
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Philadelphia Business Progress Association. 
Honorable Mention was received in the 
Products and Trademarks Section. Third 
Prize in the Direct Mail Advertising Sec- 
tion also was awarded to The John C. 
Winston Company for its advertising 
literature describing ‘““The Winston Sim- 
plied Dictionary,” prepared for distribu- 
tion by dealers. There were 102, national 
advertisers exhibiting their products and 
their advertising, including such concerns 
as Pennsylvania Railroad, John B. Stetson 
and Company, and the Curtis Publishing 
Company. 1,548 pieces of advertising were 
considered by the judges. The awards to 
The John C. Winston Company were pre- 
sented to Charles F. Kint, Jr., Advertising 
Manager, by Charles Blum, President of 
the Poor Richard Club. Mayor Mackey 
of Philadelphia was among the speakers. 


Oxford Plans History 
HE Oxford University Press an- 


nounces that plans have been made for 
the preparation of “The Oxford History 
Of England.” When completed this will 
form a continuous history in fourteen vol- 
umes from the earliest to the most recent 
times, embodying the results of modern 
research. Not only political and constitu- 
tional subjects will be treated, but due 
attention will be paid to social and eco- 
nomic history and to the history of ideas 
and of the arts and sciences. Each volume 
will be by a separate author, and among 
the contributors will be R. G. Colling- 
wood, Professor F. M. Stenton, A. L. 
Poole, Professor E. F. Jacob, Professor J. 
D. Mackie, Professor J. B. Black, Godfrey 
Davies and Professor G. S. Veitch. The 
general editor of the series will be G. N. 
Clark, author of “The Seventeenth 
Century.” 


Contact Editions in America 
OSS & KAMIN, New York book- 


. sellers, are now managing Contact 
Editions. For several years in Paris, Con- 
tact Editions (Three Mountains Press) 
published books of unique, documentary, 
psychological and literary worth, under the 
editorship of Robert McAlmon. Among 


Contact Editions have been books by Ford 
Madox Ford, Ernest Hemingway, Ezra 
Pound, William Carlos Williams, Ger- 
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trude Stein, Edwin M. Lanham, Mary 
Butta, and H. D. Contact Editions will 
now be produced in this country. They 
appear always in limited editions. On July 
Ist Moss & Kamin will open a new book- 
shop and publishing offices in the Barbizon- 
Plaza. There will also be a new rental 
library in the lounge of the hotel. ‘The 
Dream Life of Balso Snell” by Nathanael 
West is the first American produced Con- 
tact Editions. William Carlos Williams’ 
“A Democratic Party Poem’ will appear 
during the summer. 


Gold Label Books, Inc. 


OLD LABEL BOOKS, INC., with 

offices at 381 Fourth Avenue, has 
been organized by Macaulay to issue non- 
fiction books that have established a repu- 
tation, at a dollar retail. Gold Label 
Books will not be issued in uniform style 
and size. The size will be identical with 
that of the original edition, and every other 
detail of format will be identical. 

The publishers will begin by issuing ten 
titles. “They include: “My Pious Friends 
and Drunken Companions” and ‘More 
Pious Friends and Drunken Companions” 
by Frank Shay; Dr. Joseph Tenenbaum’s 
“Riddle of Sex’’; Louis Madelin’s “Figures 
of the Revolution”; Fritz Wittels’ “Cri- 
tique of Love”; “The Bankruptcy of Mar- 
riage” by V. F. Calverton; “Songs My 
Mother Never Taught Me” by Lieut. 
Jack Niles; “Beware After Dark!” edited 
by T. Everett Harre; “Chicago May, 
Her Story,” by Herself (May Churchill 
Sharpe); ‘Master Man-Hunters” by 
Joseph Gollomb. 


Communications 


THANK YOU 


The Booksellers’ Association, 
San Francisco Bay Counties. 
May 20, 1931. 


Editor, Publishers’ Weekly: 

It is my pleasant duty to convey to you 
a vote of thanks taken at the regular May 
meeting of this Association for your excel- 
lent report of the recent convention of the 
Western Division of the American Book- 
sellers’ Association. 

Your lucid and complete account of con- 
vention activities forms a valuable record 
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ia Vesa 


The newest bookshop in Houston, Texas 


for all of us, and extends enormously the 
sphere of influence of such a gathering. 
The fact that you have taught us to expect 
such service from the Publishers’ Weekly 
does not lessen our appreciation in this 
particular case. 

Davip LAMSON, Acting Secretary. 


“PREFERRED QUALITY 
MAGAZINES” 
Current History Magazine. 
June 18 1931. 
Editor, Publishers’ Weekly: 

In the issue of June 6, of the Pub- 
lishers’ Weekly, there appeared an article, 
“How Large Is Our Book-Reading Pub- 
lic?” by Maxwell Aley. In the course of 
the article, Mr. Aley discussed the popular 
magazine, dividing the group into sub- 
divisions, one of which he refers to as the 
“Quality Group” in which he included 


Atlantic Monthly, Harper's Magazine, 
Scribner's Magazine, and American Mer- 
cury. 


I wish to call your attention to the 
fact that at present there is no ‘Quality 
Group.” The original “Quality Group” 
which included Atlantic Monthly, Harper's 
Magazine, Scribner's Magazine, Golden 
Book, Review of Reviews, and World's 
Work was superseded some time ago by 
the “Quality Three’ composed of Harper's 
Magazine, Scribner’s Magazine, and At- 
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lantic Monthly. Within the last year there 
has been formed the “Preferred Quality 
Magazines” a group name, which includes 
Atlantic Monthly, Harper's Magazine, 
Scribner's Magazine and Current History. 
LEONARD Drew, Business Manager. 


A FAKE TELEPHONE MESSAGE 
Duttons, Inc., 
681 Fifth Ave., New York. 
June 20, 1931. 
Editor, Publishers’ Weekly: 

A telephone call just before five o'clock 
last night requested our Mr. Grant to go 
over immediately to Gabriel Wells’ office. 
Mr. Grant called back Wells’ office and 


found that neither Gabriel Wells nor 
Edgar Wells had telephoned us. It 


was evidently some scheme to try and get 
Mr. Grant out of the shop just before it 
closed, so some confederate would have 
more opportunity of trying to steal some 
of the old books. 

I am passing this on to the other book- 
sellers in case they get a similar telephone 


call. H. C. SMITH. 
Business Notes 
ATLANTA, Ga.—Southern Book Con- 


cern, Inc., 71 Whitehall St., moved June 
8th. The new address is 109 Whitehall 


St. 


z 
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BaLTImorE, Mp.—The Medical Branch 
of The Peabody Book Shop has moved 
from 402 N. Broadway to 1828 E. Monu- 
ment St. (Opposite The Johns Hopkins 
Hospital). “he main shop is still at 913 
N. Charles St. 

BeveRLEY Farms, Mass.—‘“The Book- 
case,’ circulating library. Mrs. John T. J. 
Clunie and Mrs. Malcolm Macdonald are 
the proprietors. Was opened May 15th, 
with books for sale. 

BIRMINGHAM, ALA.—The Studio Book 
Shop has moved from 408 North Twen- 
tieth Street to 1916 Third Avenue, North. 

Boston, Mass.—The Meador Publish- 
ing Company has removed from 27 Beach 
Street to 470 Atlantic Avenue. 

Cuicaco, Irt.—The Book Cellar, 157 
E. Ontario St. Out of business. 

Fort WortH, TEexas.—The Old Book 
Store, at 413 Main St., has just been 
opened. The shop will handle books of 
all publishers, both new and used, and will 
specialize in rare ‘Texas and Western 


Americana. Henry W. Gammel is the 
manager, 
HotyokE, Mass.—Hampshire Book- 


shop Branch, The Tavern, was discon- 
tinued.on June Ist. 

HoLtyokE, Mass. — The ‘Treasure 
Chest, The Tavern, on Northampton St., 
Doris Ramage and Dorothy Morse, props., 
opened June 2oth. It is a circulating li- 
brary and has books for sale. (Former loca- 
tion of the Hampshire Bookshop branch). 


INDIANAPOLIS, IND. — J. H. Chapman, 
old and rare book dealer, is out of business. 


Kansas City, Mo.—Kline’s depart- 
ment store opened a “Modern Book 
Nook” May roth. Stock consists of gen- 
eral books, children’s books, and circulat- 
ing library. 

LoncmonT, Coto.—Longmont Book & 
Stationery has been purchased June 15th, 
by H. M. Deaver. It is a gift shop with 
a rental library. 

MILWAUKEE, Wisc.—The Milwaukee 
Book Shop, Inc., 723 N. Milwaukee St., 
is out of business. 

\lint.WAUKEE, Wisc.—The Krow Gift 
Shop, 3921 W. North Ave., Elmer Krohn, 
prop., recently added a rental library. 

MINNEAPOLIS, Minn.—Blanche Dun- 
away has moved from 5452 Ellis Avenue, 
Chicago, IIl., to 2700 Bryant Avenue 
South, Minneapolis, 
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New York, N. Y.—Riverside Book- 
shop, 244 W. 72nd St. George T. Gal- 
anis. ‘To open June 15th. General books 
for sale and circulating library. 

New York, N. Y.—Silver Tower Book- 
shop, Chrysler Building, Lexington Ave., 
and 42nd St. Mrs. Florence Carey. 
Opened May. General books for sale and 
circulating library. 

New York, N. Y.—The Book Studio. 
87 Fourth Ave. Moved. New address 
102 Main St., Flushing, N. Y. 

New York, N. Y.—Biblowitz & Tan- 
ner, 229 E. 14th St., dealers in second- 
hand books and modern first editions will 
henceforth be known as Biblo & Tanner. 


New York, N. Y.—Joan Peters Books, 
a partnership of Samuel A. Peters and 
Joan C. Peters, has moved from 128 South 
Seventh to 60 Greenwich Avenue. 


New York, N. Y.—Molly Tulchin, for- 
merly in the Paramount Building, is now 
located at 37 West 46th Street. 

New York, N. Y.—Rental Library & 
Book Shop, 2485 Creston Ave., M. J. 
Creaven, prop., opened in March. 

New York, N. Y.—London Terrace 
Book Shop, 219 Ninth Ave., will open 
July rst. It will have a circulating li- 
brary and books for sale. Mr. H. Martin 
is the proprietor. 

OAKLAND, CAL.— Dalton Brothers, 
Barber Branch, 422 - 15th St. have closed. 
Permanent address 467 - 12th St. 

St. Paut, Minn.—E. M. Lohmann 
Co., 385 St. Peter St., has moved to 413- 
417 Sibley St. 

Toronto, Ont.—Bookcraft Limited 
has opened a retail bookstore at 516 Yonge 
Street, including a lending library. 


Changes In Price 


CHARLES SCRIBNER’S SONS 
Cameron: “Songs Of Sorrow And Songs Of Praise’”’ 
from $2.25 net to $2.75 net. 
“Modern World Series” from $3.00 to $5.00. 
Gwynn, “Ireland”; Gooch, “Germany”; Hardy, ‘‘Nor- 
way”; O’Hara, ‘Russia’; Chirol, “India”; Toyn- 
hee, “Turkey”; Inge, “England.” 
BRENTANO’S 
Poe’s “Tales of Mystery and Imagination” reduced 
to $5.00. 
D. VAN NOSTRAND COMPANY, INC. 
“A Textbook of Organic Chemistry” by A. Bernthsen. 


$4.00. 
, ALFRED A. KNOPF, INC. 

“Brimstone and Chili” by Carleton Beals has been 
reduced from $5.00 to $2.50. 
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May Book Production 


Monthly Statistics of New Book Titles Compiled From The Weekly 
Record of the Publishers’ Weekly Including the Books (Not 
Pamphlets) of All American Publishers 


May, | 5 mos. | 5 mos. 

















a 1930 | 1931 | 1930 
c 
ie S 
CLASSIFICATION 3 £ 
pA ec) n an ” 2 
: Ss 3 2 3 S 
© o ° ° o ° 
= Z. = = be = 
Philosophy, Ethics ........... 19 5 24 34 148 140 
Religion, Theology .......... 67 8 75 84 360 383 
Sociology, Economics ......... 49 7 56 48 232 216 
OE a a A iota ak ect Ra-aniecind 4 4 8 7 28 34 
NN tet nr dla 23 — 23 22 105 101 
EE PS Pe TT A 23 5 28 23 122 85 
NN hi hag idl ire wrk ela 48 6 54 40 185 203 
Tecnmical Books ............ 33 10 43 50 143 147 
ee oe ha St erie ef 2° 9 34 30 140 132 
Agriculture, Gardening ....... 9 6 15 7 37 32 
Domestic Economy .......... 3 2 5 10 21 29 
I ah Sia a secs Be Sales Sate eeu 16 2 18 25 82 104 
NE a iE area’ 15 — 15 23 71 97 
DE Liteeuiadnnacasede cans 4 2 6 5 36 28 
Goames, Gports .....0ccccves 10 _— 10 7 59 46 
General Literature ........... 25 5 30 38 188 236 
a a re 46 9 55 71 297 310 
ee ee ee 93 75 168 145 932 988 
EE aie dx ayia wink Pee ae 62 8 70 56 292 218 
NE Sh Laity a waese Seinen 44 4 48 29 201 179 
Geography, Travel .......... 29 6 35 34 167 159 
Biography, Genealogy ........ 57 3 60 84 312 367 
DEISIOOOUE ox nn ceswsccsss 4 2 6 I 30 24 
ere ree 708 178 886 873 4188 4258 
For May, 1930, the totals were: 
New books ........-+. 717 New editions ........ 15 i le, 873 
Decrease of ...... 9 Increase of ...... 22 Increase of ...... 13 


Totals for 5 months, 1931, show a decrease of 70 from totals of 5 months 1930. 
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Children’s Books 





commen 2 Spatial Diethelm 


Elizabeth Coatsworth and Her Books 
for Boys and Girls 
Mary Gould Davis 


Supervisor of Story-Telling 


little poem of Elizabeth Coatsworth’s 
that seems to strike the key-note of her 
books for boys and girls. It runs like this. 


[i her “Fox Footprints’ there is a 


“T have seen lovely sights in far-off places 

Whose very names with sandalwood are 
sweet, 

And lure the tongue until it must repeat; 


Canton, and Bangkok on its marshy 
spaces, 

Kyoto filled with children’s flower-like 
faces, 


And all the marvel of a Peking street, 

And burning Kilauea at one’s feet, 

And Singapore, the meeting-place of 
races, 


So having seen, I say; Beauty is one 

And needs no journeying nor far emprise, 

Across all things its gracious tendrils run 

And flower unnoticed by our casual 
eyes— 

The apple tree that blossoms in the sun 

Is not surpassed by all of Paradise!” 


In all her stories for children you feel 
the wanderer’s keen curiosity to see the 
thing that lies just beyond the horizon and 
you feel, too, the sense of form and color 
that seeks beauty everywhere and finds it 
in the most unexpected places. Miss Coats- 
worth comes from New England and, 
although in many of her books she travels 
far away from it, there is a quality in her 
work that shows this tradition. 


, New York Public Library 





Elizabeth Coatsworth has just been awarded 
the 1930 Newbery Medal for “The Cat 
Who Went to Heaven” 


In her first book for children—‘“The 
Cat and the Captain’”—the Captain has 
come home from his voyages and has settled 
down with the Cat and with Susannah, 
who, “was little and old and black and 
wore on her head a big, red bandanna.” 
That the heart of the Captain is still at 
sea is shown by his daily trip to his ship, 
the “Lively Ann,” moored at the dock only 
a short walk from the little house where 
the three of them live. His orders to the 
Cat and to Susannah are extremely nauti- 
cal and he obviously thinks that he rules 
them as he ruled his crew. But it is really 
the Cat who dominates the household. 
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The 
Cat Who 
Went to 
Heaven 


By Elizabeth Coatsworth 
Illustrated by Lynd Ward 









Awarded The John Newbery Medal, 1930 






This perfect gift book for boys and girls and grown-ups tells the story 
of a kind-hearted old housekeeper, a young artist, and a most humble 
and lovable little cat. Set in Japan, it gives the essence of the Japanese 
attitude toward life, art, and worship, in a simple, moving story. The 
picture above is one of the many lovely illustrations. It shows the 
cat who played such an important part in the life of the artist and 









housekeeper. 






The John Newbery Medal has been awarded for three years in succes- 
sion to books published by The Children’s Book Department of the 
Macmillan Company. Last year Hitty by Rachel Field was awarded 
the Medal, the year before The Trumpeter of Krakow by Eric P. Kelly. 
Now The Cat Who Went to Heaven, which has already been so 
warmly welcomed by reviews, librarians, boys, girls and grown-up 
readers, has been chosen by The American Library Association as the 
best contribution to children’s literature for the year 1930. Price $2.00 












THE MACMILLAN COMPANY 


New York Boston Atlanta 
Chicago Dallas San Francisco 
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As a poet and short story writer, 
Miss Coatsworth has made a name 
in the field of adult writing. For 
young readers, her stories have 
grown out of her travels all over 
the world. Each includes her love 
of strange people, her love of ani- 
mals, and also, inevitably, some 
delightful bits of her poetry. In 
private life, she is Mrs. Henry 
Beston, of Hingham, Massachu- 
Setts. 





Other Books by Elizabeth Coatsworth 


KNOCK AT THE DOOR Illustrated by Francis Bedford 


A delightful fairy tale of a small boy whose father was human and whose 
mother was a fairy. To be published this fall. $2.50 


THE CAT AND THE CAPTAIN 

Illustrated by Gertrude Kaye (The Little Library) 
A fine cat story, which includes Susanna, the black cook, and a grand old retired 
New England sea captain. $1.00 


TOUTOU IN BONDAGE Illustrated by Thomas Hand forth 


Story of a little dog lost in Morocco, who won fame in the market place as a 


trick dog. $2.00 
THE SUN’S DIARY Illustrated by Frank MacIntosh 
A book of days, with verse and prose, making an almanac for any year, with 
space to write in yourself. $2.00 


THE BOY WITH THE PARROT 
Illustrated by Wilfrid S. Bronson 


A story of Guatemala, the adventure of an Indian boy of today, his journey 
over the mountains with his friend the parrot. $1.75 
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“The Sun’s Diary” 


“The Cat picked his way across the 
yard, shaking the wet off his feet, for it 
had been raining....He climbed up the 
lilac bush. He knew just where to put 
each small paw, just how much spring to 
give, and how deep to stick his claws in 
the bark. He did everything beautifully.” 
He and the Captain evidently understood 
one another thoroughly. 

“Well, well, there you are, hey?” and 
he opened the door and waited for the Cat 
to come in. But the Cat only looked at 
him. He was being provoking. 

‘Don’t you want to come in?’ asked the 
Captain. 

The Cat still looked at him. 

‘All right,’ said the Captain. ‘If you 
won’t, you won’t, my lad.’ And he started 
to shut the door. But before he could get 
it shut the Cat came in.” 

The relationship between the Cat and 
Susannah is not quite as_ satisfactory. 
Susannah obviously disapproves of him and 
does not dare to say so. And it is equally 
obvious that the Cat delights in tormenting 





“Toutou in Bondage’ 
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her. Miss Coatsworth has a well-defined 
sense of humor. The scene where the Cat 
proves himself a hero and Susannah whole- 
heartedly sings his praises is both logical 
and highly amusing. 

In “Toutou in Bondage” we go farther 
afield—to Casa Blanca first and then to 
the Moroccan City of Marrakesh. We do 
not, however, leave the sense of humor be- 
hind us! The walk of the fat and much- 
spoiled little white dog, Toutou, with his 
French master and mistress from the dock 
at Casa Blanca to the hotel, is brimming 
over with fun. Later on we feel a little 
sorry for Toutou—when the donkey kicks 
him and the monkey steals his dinner. But 
through it all the spirit of adventure, asleep 
for so long in his plump, over-fed body, is 
beginning to stir. Every animal-loving 
child who reads this book rejoices when 
Toutou, awake at last, refuses to recognize 
his former mistress and casts in his lot 
with— 

‘“My monkey, my donkey, 
My little dog and me.” 


His last philosophical remark as we leave 
him shows that Toutou is a spoiled little 
dog no more, but a gay adventurer. In 
these days of easy travel many boys and 
girls will stop in the harbor of Casa Blanca 
and drive down to Marrakesh. And they 
will probably look in the narrow, colorful 
streets for Toutou and his companions. 

One book of Miss Coatsworth’s travels 
very far indeed—as far as the Sun. There 
is a quality in the little foreword of “The 
Sun’s Diary” that makes us want to read 
it aloud to a group of boys and girls when 
spring is looking in through the windows 
and the stir of new life is in the streets. 
The choice of quotations for each day in 
the year shows a background rooted deep 
in American life and a questing intelli- 
gence, wide as the world is wide. We par- 
ticularly like the sea poems for the first 
hot days of summer when those of us who 
know the New England coast think long- 
ingly of its color and coolness. We like, 
too, the odd bits of information that we 
find here and there. 

“Fish migrate like birds. Every spring 
the alewives or herring come up from the 
salt water and climb the rivers, forcing 
their way across shallows and up falls to 
the fresh water lakes where their eggs 
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must be laid. 
them.” 

One needs to have sharp eyes and sensi- 
tive ears to follow with Elizabeth Coats- 
worth the procession of the seasons. We 
know of one small boy who began his 
friendship with “The Sun’s Diary” by 
looking up his birthday and the birthday 
of all of his friends and relations. Now 
he looks in it for all sorts of things— 
Ground Hog Day and Armistice Day and 
the names of the December stars. It is 
the sort of book that makes a child follow 
the famous advice of Rikki-tikki-tavi and 
“Find out”! 

In “The Boy and the Parrot” we go to 
South America and set off with small 
Sebastian from the village of San Lucas 
Toliman “into the world.” And whatever 
he sees along the way, we see. 

‘Then came a barefooted woman with a 
little pig in harness running in front of 
her like a dog. But the climb tired its 
short, fat legs and Sebastian saw her stoop 
and pick it up, squealing like mad, to carry 
it under one arm.” 

Sebastian has many adventures along the 
way, some good and some bad. He falls 
in with gypsies and matches his wits 
against theirs, he stays over night with a 
kindly old priest and sees the Corpus 
Christi giants looming up in the dark patio, 
he runs away from a frightening lame 
man, and comes home at last with Lora, 
the parrot, on his shoulder, money in his 
pockets, a new hat on his head and, 
strapped to his back, the American sewing 
machine that is to make his mother the 
proudest woman in the village. There is 
a good deal of the feel of Guatemala in 
the book, and Sebastian is a very real boy 
with a head on his shoulders and an indi- 
vidual, rather cryptic way of saying things. 


Nothing but death stops 
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“The Cat and the Captain” 


It is in “The Cat Who Went To 
Heaven’—the book that won for Miss 
Coatsworth the John Newbery Medal for 
1930—that the poet in this writer most 
clearly emerges. The story is all poetry, 
from the demand of the old housekeeper 
that the whole household shall keep silence 
while the master paints— 


“Hush, Broom! 


your tasks. 
Pot! Boil softly, a poor woman asks.” 


to Good Fortune’s comment on the paint- 
ing of the swan— 


Be silent as a spider at 


“There is wind under those wings, sir.” 


It is a treasure to storytellers—this book. 
Very seldom in modern stories do we find 
in so marked a degree this “tellable” 
quality. It has the definite structure, the 
lucidity of a folktale. It has rhythm marked 
so that the voice drops naturally in certain 
places. Each time that the young artist 
lays down his brush there is the oppor- 
tunity for the storyteller to use one of the 
most precious of his assets—the pause. Yet 
the structure never breaks. It builds surely 
and swiftly up to the heart of the story 
when the artist lifts his brush once more— 
and paints the Cat! The last scene is 

| 
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“The Boy with the Parrot” 
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beautifully told. It is, in a sense, an anti- 
climax. And yet it is very dramatic. We 
feel the artist’s inward satisfaction because 
he has yielded to his affection for Good 
Fortune and painted the Cat whom 
Buddha had not blessed among the blessed 
animals. We feel his natural, human con- 
cern for his name as a painter and for his 
future career. We see the anger of the 
priest when he finds the image of the little 
Cat at the end of the procession and we 
hear him order that the painting shall be 
burned. We share with the artist his all- 
night vigil and hear in the dawn the sound 
of hurrying feet, the wondering, excited 
voices. We enter the temple and see in 
the candle light the miracle— 

“For where the last animal had stood 
was now only white silk that seemed never 
to have felt the touch of ink; and the great 
Buddha, the Buddha whom he had painted 
reclining with hands folded upon his 
breast, had stretched out an arm in bless- 
ing, and under the holy hand knelt the 
figure of a tiny Cat, with pretty white 
head bowed in adoration.” 

So the honor of the artist is saved— 
and Good Fortune enters Heaven. 

The illustrations for this book are espe- 
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cially interesting. A thoughtful publisher, 
keenly conscious of the quality of the story, 
wanted the pictures to look as though the 
artist had just lifted his brush from them, 
Lynd Ward has been very successful jn 
giving this “still wet’ look to the brush 
drawings. And there is a good deal of 
feeling in them. We especially like the 
swan and the Banyan deer. The proces- 
sion of the animals, with the monkey in 
the tree above and the swan with “the 
wind under his wings” is a fine piece of 
composition. A “deluxe” edition of this 
book would be a fascinating venture some 
day—an edition with the same pictures 
and a more distinctive type, paper and gen- 
eral format. It is a rare and authentic 
story and it would be great fun to see it 
looking as “precious” as it it is. 

It is a proud moment for us childrens’ 
librarians when we award the John New- 
bery Medal. We lay it down at the feet 
of Good Fortune with the warmest wishes 
for her continued success. And our wish 
for Elizabeth Coatsworth? Let it be a 
long life, an open road and many adven- 
tures that she will share with the boys 
and girls who have in themselves the need 
to see beyond the horizon. 


Fall Juvenile Lists Promise Good Sales 


OES business depression with its en- 
D forced cutting down of family 

expenditures affect the sales of 
children’s books as much as those of adult 
books? This was the question that we 
somewhat hastily posed to the heads of the 
children’s book departments of the New 
York publishing houses, just before they 
caught their trains to the New Haven con- 
vention. We received, in general, most 
optimistic replies. Nearly all of the pub- 
lishers are continuing along well estab- 
lished and tried lines, planning their usual 
output of fall juveniles. No particularly 
new trends or startling departures from 
the usual were discoverable. The only 


general trend at all recognizable is a some- 
what increased output of picture books for 
young children and an increase of im- 
ported picture books. 

Children’s bookstores, too, report bright 
The managers of children’s 


fall horizons. 


bookshops about New York think that 
book buyers cut down on adult books much 
more than they do on juveniles. Young 
Books, Inc., has had a better June this 
year than last and reports good sales of 
children’s books for summer reading. If 
sales of children’s books are good in the 
summer, they ought to be even better at 
Christmas! 

But before we go any further along this 
optimistic line, we must consider a darker 
side of the picture. John Macrae, Jr., of 
E. P. Dutton & Co., was the only pub- 
lisher to sound a distinctly pessimistic note. 
He stated that Dutton’s fall juvenile list 
included less than half the number of titles 
of previous years, having been reduced from 
32 titles to 14. This was an intentional 
cut, due to a belief that prospects for the 
fall are bad, especially for children’s books. 
Mr. Macrae attributes decreased bookstore 
sales in juvenile literature to business de- 
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Outstanding Borzot Books 
for Boys and Girls... 1931 


THE BOX OF 


By Witit1am Hurpb HILLYER 
Illustrated by Erick Berry 


DAYLIGHT 


One of the most fascinating and colorful of the legends of North America, 
Indian stories of the Canadian Northwest, centering about the hero Tcham- 
sem the Raven, whose adventures are for the first time presented in a form 
to appeal to the imagination of boys and girls. Ages: 10-14. Published June 


sth. 


GOLDEN TUSK 

By Cuarces E. Staucuter. [illustrated by Ferpinanp H. 
HorvaTH 

An even better story about India by the author of HAHTI- 
BEE THE ELEPHANT. Ages: 10-14. To be published 
July 24th.’ $2.00 


PETER’S VOYAGE 
Told and illustrated in color by Etsa Besxow. English verses 
by RivTA SCHERMAN. 


Lillebrors Segelfard has been delightfully translated from 
Swedish into English verse. Ages: 3-7. To be published 
July 24th. $2.00 


BENNY AND HIS PENNY 
Story and illustrations in color by Lois LENskI 
Benny’s adventures when he goes out in the world to spend 


his birthday penny. Ages: 4-7. To be published August 21st. 
$2.00 


TARAS BULBA 

By Nicoxrat V. GoGo, Illustrated by ZH—ENYA Gay 

A new edition, beautifully illustrated, of the famous Russian 

Cossack classic. Ages: 12-16. To be published August 21st. 
$2.00 


THE IRON HORSE 

By Apete Gutman NatHaAN and Marcaret S. Ernst. 
Illustrated with 37 photographs 

A history in pictures and brief text of the development of 


the locomotive in America. Introduction by Edward Hun- 
gerford. Ages: 8-12. To be published August 21st. $2.00 
sips elses scecaeliad eames 


SOMETHING TO DO 

By Luetia Lyons. Illustrated by EpNa REINDEL 

Tells how to make fifty-two original things, using simple, 
inexpensive materials. Written in story form, with clear, 
helpful illustrations. Ages: 8-12. To be published August 
21st. $2.00 


$2.50 


THE HOLE IN THE WALL 


Written and illustrated in color by RENE D’HARNONCOURT 


A humorous, gayly colored picture book by the famous 
artist of THE PAINTED PIG. Ages: 4-7. To be published 
August 21st. $2.00 


MADE IN FRANCE 

By Susan Situ. Illustrated by WaLTER STEWART 

The decorative arts of old France, by the author of MADE 
IN AMERICA and MADE IN MEXICO. With illustra- 
tions and many photographs. Ages: 10-14. To be published 
September 11th. $2.00 


WEATHER SIGNS AND RHYMES 


Collected and decorated by Macinet Wricut BARNEY 


Old weather sayings, more or less familiar, of America and 
England, charmingly illustrated. Ages: 8-12. To be pub- 
lished September 25th. $2.50 
sss ities 


THE DUTCH CHEESE 

By WatTER DE LA Mare. Illustrated in color and black and 
white by Dorotuy LATHROP 

Two favorite fairy stories from BROOMSTICKS. The 
perfect illustrated gift book. Ages: 8-12. To be published 
September 25th. $3.00 


DANGER ZONE 

By Raout Wuirrie.p. Illustrated by FRANK Dosias 

The dramatic true story of the crossing of a group of avia- 
tors on a transport during the World War, by the author of 
SILVER WINGS. To be published October 9th. Ages 
10-16. $2.00 


ALICE AND THOMAS AND JANE 

By Enip BaGno jp. Illustrated by the Author and LAURIAN 
Jones 

The story of three small children who spend an exciting 
summer at Rottingdean, in England. Charming writing. 
A Junior Literary Guild choice. Ages: 6-10. Already pub- 
lished. $2.50 


THE GREEDY GOAT 


ALFRED-A-KNOPF fame 


Told and decorated in color by 
EMMA L. BROCK. Author of Toe Runaway SarpineE and 


To Market! To Market! Miss Brock’s new picture book is 
laid in the Austrian Tyrol, and everyone agrees that her 
pictures of the mountains and peasants are her best work so 
far. The story of Anna Marie, the Greedy Goat, will entrance 
every child. Ages: 4-8. Published in two weeks, July roth. $1.75 


BORZOI 


. 


330 FIFTH AVENUE, N-Y- Eiffeieras 
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ADVANCE CHECK.-LIST FALL 1937 


CENTURY BOOKS for BOYS and GIRLS 


THE CENTURY CO. 353 Fourth Avenue New York City 


















HIGH ADVENTURERS 


By Mary R. Parkman. Short biographies 
of Admiral Byrd, Lindbergh, Pupin, 
Stefansson, Edward Bok and other men 
and women of interest to young people. 
Illustrated. $2.00 








THE BOYS’ LIFE OF 


WASHINGTON 

By Helen Nicolay. A specially impor- 
tant volume in view of the Washington 
bicentenary next year. Stresses Wash- 
ington’s youth. Illustrated. $2.50 




















OVER FAMOUS THRESHOLDS 


By Ariadne Gilbert. Sketches of the 
home lives of Lewis Carroll, Hans 
Andersen, Barrie, Fabre, Schubert, 
Roosevelt, Mark Twain and others. 
Illustrated. $2.00 


INDIANS, .CROCODILES, 

AND MONKEYS 

By John V. Deuel. The popular author 
of Speed Wings describes a trip by 
motor boat to the South American 
jungles. Illustrated. $2.00 






THE DARK SECRET 


By V. M. Hillyer. Short stories for 
youngsters 8-12, which skillfully teach 
moral lessons while they amuse—but 
the boys and girls don’t know it! 

Illustrated. $2.50 













MAYFLOWER HEROES 


By Gleason L. Archer. Exciting, reli- 
able history of the first two or three 
years of the Plymouth Colony. Illus- 
trated by Henry Pitz. $3.00 












SPRIGS OF HEMLOCK 


By Walter A. Dyer. The story of 
Shays’ Rebellion, one of the strangest 
incidents in American history. LIllus- 
trated by Henry Pitz. $2.00 






DANIEL BOONE, PIONEER 


By Flora Warren Seymour. A fine 
Western biography by the biographer of 
Sam Houston, Kit Carson and Fremont. 
Illustrated. $2.00 









THE GRAPER GIRLS 


By Elizabeth Corbett. A story of three 
delightful sisters, some of whose doings 
are already known to readers of St. 
Nicholas. Illustrated. $2.00 






LAUGHING LAD 


By Helen Coale Crew. A story of mod- 
ern France, particularly of two fascinat- 
ing brothers, written with the charm of 
The Trojan Boy. Illus. $1.75 












THE HERMIT OF HONEY HILL 


By Merritt Parmelee Allen. Two boys 
go farming in Vermont and encounter 
a mystery and considerable adventure. 

Illustrated. $2.00 


THE ENCHANTED ADMIRAL 


By Edith Ballinger Price. Fantasy and 
adventure in a tale of a sea-loving boy 
and an old retired sailor with a strange 
house in the country. Illus. $2.00 












RADIO STORIES 

Retold from St. Nicholas. A collec- 

tion of the best modern short stories on 

the dramatic subject of radio. 
Illustrated. $1.25 






BINGO IS MY NAME 


By Anne Stoddard. Colored illustra- 
tions by Berta and Elmer Hader. A 
delightful sequel to A Good Little 
Dog, for very little folk. $1.00 













WITH A MOTOR TRUCK 


IN WEST AFRICA 


By Wilfrid D. Hambly. Adventures and 
experiences while collecting specimens 
for the Field Museum. Illus. $2.00 


THE CHILDREN’S BOOK OF 


ANIMAL PICTURES 


By Lorinda M. Bryant. An addition to 
the famous picture-book series which 
will have a wide appeal. Illus. $2.50 
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pression and to the price-cutting activities 
of junior book clubs. 

In a letter about the prospects for chil- 
dren’s books, Mr. Macrae says, “Anyone 
talking to the booksellers throughout the 
country could not gather any other impres- 
sion but that there were too many juvenile 
books published last year. Men and women 
who have had long experience in buying 
and selling juvenile books, who have plenty 
of common sense and who actually come 
into contact with the reading public, feel 
very strongly that publishers do not and 
can not merchandise so many books in one 
season properly. ... With this in mind we 
have cut our juvenile list by more than 
50 per cent. Of equal importance is the 
fact that we have worked out a well- 
balanced list, one which we feel we can 
advertise, merchandise and sell success- 
fully.” 

Commenting about last season’s sales 
of children’s books, Mr. Macrae writes, 
‘There is no question that juvenile books 
in their trade editions did not sell at all 
well last year. If available records are 
correct, juvenile books were off in sales to 
a much larger extent than other books. 
This firm was fortunate in not experienc- 
ing this loss of juvenile sales. . . . This, of 
course, may be due to the fact, and we 
believe is due to the fact that no Dutton 
books were sold at cut prices through the 
juvenile book clubs.” 

On the other hand, we have Brewer, 
Warren & Putnam branching out with a 
new juvenile department this fall, with 
quite a long list of boys’ and smaller chil- 
dren’s books. Stokes has cut its entire fall 
list one-half, but with a relatively small 
cut in the length of the juvenile list, for 
it does not believe that the sale of chil- 
dren’s books is so much affected by the 
present slump as are other classes of books. 
They have more picture books than usual, 
too. Four or five new authors appear on 
their list, and two new artists. All of the 
15 new Stokes books are ready in dummy 
form, at least, and advance sales have been 
very satisfactory, with less falling off than 
in adult fiction. 

The salesmen who have set forth from 
the house of Harper are armed with dum- 
mies or finished copies of all 25 of the 
books their house is publishing this fall. 
One-third of the samples are finished books. 
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It is a great advantage for the trade, thus 
to see the actual books or dummies, when 
ordering. ‘This house has, also, kept its 
prices down as much as possible. Harper 
& Bros. have several German picture books 
on their list, and they find that these can 
be imported more cheaply than they can be 
manufactured in this country. A story of 
modern Soviet Russia strikes an original 
note in books for boys and girls, and an 
imaginary, yet perfectly realistic story of 
the South Pole continues along a line of 
popular interest. 

Two publishers who keep the length of 
their juvenile lists about the same from 
year to year, Appleton and Longmans, 
Green & Co., have found no reason to 
alter the number of books on this fall’s 
lists. At Appleton’s a two weeks’ record 
of advance sales was found to be better 
than that of last year. Neither does Long- 
mans, Green & Co. feel any effect of the 
depression in their juvenile department. 
Their list is always kept between 15 and 
20 books, balanced among the different age 
groups, with emphasis upon American real- 
istic stories. ‘This is the only publishing 
house to report fewer picture books for 


fall. 





3 


An illustration from “Waterless 
Mountain,’ the $2,000 Long- 
mans, Green juvenile prize winner. 
The author is Laura Adams 
Armer of Berkeley, Cal. Mrs. 
Armer and her husband, Sidney 
Armer, did the illustrations. 
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Consider the Juvenile Rental Library 


HE economic good sense in mer- 

chandising for children is more than 

ever apparent in a depression year. 
Glance over monthly statistics on depart- 
ment store sales and see how children’s 
departments consistently remain in the p/us 
class while other departments go plunging 
to minus. Parents buy for children when 
they do not buy for themselves. Early 
this thrifty spring the manager of one of 
the largest book stores in the East told us 
that next to dollar books he considered 
juveniles to be the best retail merchandis- 
ing proposition now in existence. And at 
the recent Philadelphia Convention Frank 
Magel of the Syndicate Trading Company 
made the statement, “Io my mind the cir- 
culating library for children is one instru- 
ment almost perfectly designed to sell 
books to children.” 

What are the possibilities in a juvenile 
rental library? Will it increase sales in 
the children’s department? Will it become 
a financial asset in itself? What is the 
technique in establishing one? ‘The Na- 
tional Association of Book Publishers now 
has on record a list of seventy shops experi- 
menting with juvenile libraries. It is our 
intent here to give some idea as to what 
is being done in some of them. 


Young Books, Inc., New York City 


This shop opened a circulating library 
on October 14, 1929, and the library has 
been steadily increasing in membership and 
size since that date. It is not a highly 
financial adventure in that the returns from 
it are only slightly higher than its cost. 
News about the library, however, spreads 
almost faster than reports of the shop. It 
brings the children in and in most cases 
they are apt to buy some little object for 
themselves or for friends. The library does 
not hinder the sale of books, as the stand- 
ard classics are not in the library and the 
parents buy these outright. Young Books 
finds no difference in demand between the 
library and the shop. In both cases ani- 
mal, mystery, aviation and historic stories 
lead. “There are at least 250 books in the 
library. The suggestion is made that any- 
body stocking a children’s circulating li- 


brary should include the Little Maid series 
for girls. “They are inspired contributions 
for fast readers. 

Perhaps one important reason for this 
shop’s finding no difference in demand be- 
tween the library and the shop was sug- 
gested by Mr. Magel at the convention 
when he pointed out that “in the average 
child the sense of possession is very strong 
indeed. He isn’t satisfied with one read- 
ing; he wants it over and over again and 
he isn’t satisfied to have that particular 
thing out of his possession.” ‘The selling 
power of the juvenile rental library de- 
rives directly from this psychological truth. 

Young Books requires an original deposit 
of $1.00 refundable at any time, with a 
charge of $.20 per book for one week and 
$.02 day thereafter. A Yearly Member- 
ship of $7.50 is also offered, entitling the 
child to one book at a time exchangable 
as often as desired, with a weekly charge 
of $.05 for books kept for longer than one 
week. 

Grenville Book Shop, Washington, D. C. 

Peggy Burch, manager of this_ shop, 
started her juvenile library with 50 books. 
50 more books were added in this way. 
On the bottom shelf of the library were 
placed the new juveniles as they arrived, 
unmarked and untouched. The ones which 
appealed to the browsing children were 
placed in the library, the others on the 
stock shelves. Miss Burch has found that 
the classics don’t appeal to children, as 
these are generally given them at home. 
They want the better mystery stories and 
blood and thunder adventure. Don’t fill 
the lending library with plugs. Children 
like the new as much as do adults. Miss 
Burch says that the juvenile library does 
not interfere in any way with the sale ot 
juveniles, and passes on what seems to us 
a very salutary piece of advice: “Don't 
talk down to children. They know fairly 
well what they want and will discuss books 
with you when they get to know and trust 
you.” One children’s bookselling expert 
tells us that the sales tips to be acquired 
from talks with children using the rental 
library are in themselves almost justifica- 
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NEW BOOKS FoR 
BOYS AND GIRLS 


LITTLE PEAR 


Eleanor Frances Lattimore. Little Pear—five years 
old, pig-tailed, with eyes like black appleseeds—is the 
realest little Chinese boy you ever met in a story-book. 
The 100 drawings are by the author whose own child- 
hood was spent in China. Ages 4-6. Aug. 6. $2.00 


AWAY TO SEA 


Stephen W. Meader. A first-class adventure story 
about a boy who ran away to sea in 1821 and shipped 
on a slave-trader bound for Africa. By the author of 
“The Black Buccaneer.” Illustrated. Sept. 24. $2.50 


THE SECOND PICTURE BOOK 
Photographs by Edward Steichen, prepared by 


Mary Steichen Martin. Pictures showing real babies 
using the familiar, everyday articles that babies recog- 
nize. A logical continuation of ‘The First Picture 
Book.” Ages 1-4. Sept. 17. $2.00 


THE STARS FOR SAM 


W. Maxwell Reed. The story of the universe, told 
in the exciting, vivid manner which made Mr. Reed’s 
“Earth for Sam’’ famous. Illustrated with 100 photo- 
graphs and color plates. Ages 12-16. Sept. 24. 
Probable price, $3.50 


THE STUFFED PARROT 


Parker Fillmore. Polly, a little girl, had a parrot 
named Paquita. Paquita was kidnapped. That's the 
beginning of an exciting mystery story. Illustrated by 
Phyllis I. Britcher. Ages 6-10. Sept. 3. $2.00 


PINAFORES AND PANTALETS 


Florence Choate and Elizabeth Curtis. An amus- 


ing story of a family of children who lived in New 
York City in the 1860's. It reads like the tales you 
hear of “when Mother was a girl.’ Illustrated by the 
authors. Ages 6-10. Sept. 3. $2.00 


HARCOURT, BRACE & CO. 


383 MADISON AVENUE, NEW YORK 


SENOR ZERO 


Henry Justin Smith. The story 
of the stowaway on Columbus’ 
voyage to America. Illus. Ages 
12-16. Sept. 24. $2.50 


ZEKE 


Mary White Ovington. The 
story of Zeke, a struggling Negro 
boy, and his school days at Tol- 
liver Institute. Illus. Ages 10- 
14. Aug. 27. $2.00 


THE TRUCE OF THE WOLF 


Mary Gould Davis. Tales of 
long-ago Italy, told in a charm- 
ing book by the Supervisor of 
Story-Telling in the N. Y. Pub- 
lic Library. Illus. Sept. 17. 
$2.00 


THE SPINDLE IMP 

Alida Sims Malkus. Tales of 
Maya myth and folklore by the 
author of ‘““The Dark Star of Itza.” 
Illus. Ages 6-10. Aug. 20. $2.00 


CURRY WAS RIGHT 
Charles Geoffrey Muller. A salt- 


water story for boys with a lot 
of pointers on sailing. Ages 12- 
16. Illus. $2.00 


ILLUSTRATIONS OF 
CYNTHIA 


Erick Berry. The story of a 
girl’s life at art school. Illus. 
Ages 12-16. Aug. 27. $2.00 


Write for special discount 
on assorted quantities. 
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by Edouard A. Stackpole 

An excellent story for older boys who like action, mystery and excitement, The story | 
tells the adventures of Timothy Pinkham of Nantucket Island during the Revolution. | 
The authentic colorful setting of old Nantucket will be of absorbing interest to 
anyone who knows the Island as it is today. Jacket, endpapers and illustrations in i 


2 colors by Richard Rodgers. 





By the author of Little Tooktoo 


MUSKOX 


Little Tooktoo’s Friend 
by Marie Ahnighito Peary 


A tale of animal life in the Arctic authen- 
tically describing the life of a young 
muskox and his adventures with Little 
Tooktoo, the reindeer. JI/l. in 4 colors 
and many line drawings by Kurt Wiese. 
(5 to 9.) $2.00. Sept. 


SINCE COLUMBUS 


by Leslie Thomas 
A short history of America for younger 
children, approximately half text and half 
illustrations. Made after careful study 
and consultation with parents, teachers, 
and librarians. JIl. in 4 colors by the au- 
(5 to 9.) $2.00. Sept. 





thor. 
By the authors of Pancho and His Burro 
The GOAT WHO 
WOULDNT BE GOOD 


A Story of Norway 
by Zhenya and Jan Gay 
The story of Ole, a young and frisky goat, 
full of mischief, the pet of Peder and 
Bodil. 
August. 


Ill. in 4 colors. (5 to 9.) $1.75. 








T'wo adult books that older children will enjoy: 


The LIFE STORY 
of BEASTS 
by Eric Fitch Daglish 


The distinguished artist and naturalist follows 
his Life Story of Birds with this story of 
animal life. It is full of authentic information 
and charming and unexpected bits of animal 
lore. [Vith 20 full page woodcuts and numer- 
ous small woodcuts. (9 and up.) $3.00. Oct. 


(9 and up.) $2.00. 


July 16. 





By the author of Tawny, etc. 


SHAG 
The Story of a Dog 


by Thomas C. Hinkle 


Dr. Hinkle once again shows his mastery 
in the field of animal stories and gives us 
a hero worthy of a place beside Tawny, 
Trueboy, and Bugle. J/l. by Leslie Thomas. 
(8 and up.) $2.00. August. 


MOSTLY MARY 
by Gwynedd Rae 


The adventures of Mary, a little brown- 
grey bear, who lived with her family in 
the famous bear pit at Berne, Switzerland. 
Ill. with line drawings by the author. (5 
to 10.) Reinforced buckram $1.20, regular 
binding, $1.00. Angust. 




















By the author of Rice to Rice Pudding, etc 


NOW AND THEN 
HERE AND THERE 


Around the States with Johnny Bear 


by Janet Smalley 
With gay verse and pictures you explore 
the 48 states one by one as they came into 
the Union. J/l. in 2 colors. (5 to 9.) 
$1.75. Sept. 





ROC 
A Dog’s-Eye View of War 
by Edmond Vale 


The story of Roc, an Irish setter, moves not 
only through battlefields, but into back areas 
where Roc had both amusing and exciting 
adventures. Told by a man who lived through 
the War about his own dog. With many 
sketches from life. (9 and up.) $2.00. Sep! 








WILLIAM MORROW & CO. 


Canadian representatives; McClelland & 









386 Fourth Ave., New York | 


Stewart, Inc., 215 Victoria St., Toronto | 
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tion enough for maintaining a_ rental 
library. 

Grenville Book Shop charges $.50 a year 
membership fee and $.15 a week or $.03 
a day rental fee. Good renters are “The 
Black Arrowhead” (Doubleday), ‘‘Black- 
beard’s Boy” (Nelson), ‘““The Boys and 
Sally” (Doubleday), “Cowboys, North 
and South” (Scribner), “Davy Jones’ 
Locker” (Doubleday), “Even Sara” (Ap- 
pleton), “The Fighting Six” (Harcourt), 
“Pirates of the Pine Land” (Bobbs- 
Merrill). 


The Bookshop of the Tamiami Trail, 
Brooksville, Florida 


This shop has had a rental library since 
1926 and Margaret Robins, the manager, 
reports that it has been very helpful to the 
Children’s Department. “An important di- 
vision of our circulating library is the li- 
brary we carry to the country schools 
consisting of 100 books. It has greatly in- 
creased the demand for book ownership. 
We hope that some day it will pay finan- 
cially but in the meantime it is meeting its 
expenses.” An interesting variation here 
is the arrangement by which any honor stu- 
dent. in Grammar and High School of 
Hernando County may have a book from 
the rental library free of charge. Other 
children pay $.10 a week. A weekly story- 
telling hour, on Saturday mornings, adds 
to the library membership. 


The Tudor Tower Book Shop, New York City 


A juvenile library was started here 
with a Saturday morning story hour. The 
shop’s first meeting brought forth twenty- 
five children, from three years to ten in age. 
The Junior Library consists of 125 books. 
Until the opening of the library the shop 
had no sale for children’s books. ‘We 
shall dispose of old juvenile renters for 
$.25 after they have earned their given 
quota. For the little people we find that 
‘Millions of Cats’ and ‘The Runaway Sar- 
dine’ as well as most of the Happy Hour 
books are favorites.” 


Curtis Lindsay, San Jose, California 


This shop was the first to open a juve- 
nile library on the Pacific Coast. Chil- 
dren’s Book Week of last year was chosen 
as a fitting time in which to open. Special 
features attended the opening. To the 
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first 100 boys to join the library, Lindsay 
gave a 16 page book lithographed in eight 
colors showing all the types of modern air- 
planes in use today. To the first 100 girls 
was given a 16 page book, also printed in 
colors, of doll cut-outs. “Without doubt 
serial books are the best loaners, particu- 
larly the Oz books (due to the fact that 
the city library does not carry the Oz 
books), Tom Swift, Snell Mysteries, Rover 
Boys, etc.’ Lindsay reports that the chief 
problem is to bring the library volume up 
to the point which warrants a full time 
librarian. When this point has been 
reached they feel convinced that the li- 
brary will be a success. 


Frances McLeod Bookstall, Milwaukee 


A membership drive conducted _ this 
month by this shop for its Junior Lending 
Library is interesting and suggestive. A 
first prize of $50 worth of books was of- 
fered to the boy or girl bringing in the 
largest number of new members. The 
winner was required to have at least 20 
names. Every child bringing in 10 new 
members received a copy of “Sun Up” by 
Will James or any other $2.50 book he se- 
lected. Every new member enrolled dur- 
ing the contest received a new edition copy 
of “Tom Sawyer” or any other $1.00 
book. The contest announcements were 
headed by the legends: ‘Do you want to 
own more books.” “And do you want to 
read books from the library, all kinds ot 
good stories for only three cents a day?” 
The rules for the Junior Library Mem- 
bership Contest were: “Each contestant re- 
ceives a set of cards, ten each of three 
colors. Contestant gives orange card to 
new member as receipt for $1.00 payment. 
Green card is stamped ‘paid’ at bookstore 
when $1.00 and name is turned in and 
returned to contestant as record. Yellow 
card is kept by bookstore for enrollment list. 
Every green card means a point, and 
the girl or the boy who has the highest 
number of points by 6 P.M. June 8th, re- 
ceives $50 worth of books, all at once or 
any time the winner cares to select them.”’ 


The Sather Gate Book Shop, Berkeley, 
California 


Constance Mitchell writes, “In a shop 
such as ours with little retail outlet we do 
not have a circulating library for children 
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but I have always approved of them and 
consider that they could be made to pay.” 
The Bookshop for Boys and Girls, Boston 
Bertha Mahony is a pioneer in juvenile 
rental library work. The juvenile library 
in her shop was written up in the Publish- 
ers Weekly of June 8, 1929. Miss 
Mahony puts into the circulating library 
all the nicest, newest things — something 
for each age. She is also constantly ad- 
ding books which are just a step beyond 
the strictly juvenile. In this way the li- 
brary keeps its popularity with young peo- 
ple who are really no longer children. The 
assistants who are in charge of the library 
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are also in charge of the children’s depart- 
ment of the Bookshop and thus know what 
the children are buying which, in turn, aids 
them in knowing what to include in the 
library, a dual control which is financially 
profitable. Books are frequently sold from 
the library at reduced prices and these are 
replaced with new books if the library de- 
mand is sufficient. Schools and public li- 
braries in the smaller towns are only too 
glad to buy old rental library books at re- 
duced rates. As a general rule not more 
than five copies of any one book are on 
the lending library shelves. A daily fee 
of 4 cents is charged. 


Budding Bookbuyers 


Some Thoughts on the Child in the Bookshop 


Katharine Lord 


The Little Book House at Nantucket 


T was an astute and veteran reviewer 

of books who wrote not long since in 

a quality magazine, “Say what you 
will children’s books are invariably chosen 
and bought by adults.” The sentence 
might have gone the unnoticed way of 
many generalizations, had not that impres- 
sive word invariably spurred me to wonder 
whether a canvas of booksellers would not 
bring out so varied a testimony of excep- 
tions as to disprove the rule. Looking 
back over seven years of bookselling, with 
children’s books always in active demand, 
I see in retrospect an ever lengthening pro- 
cession of child customers, who not only 
choose, but in many cases pay for their 
own purchases. It is a commonplace that 
the modern child knows its own mind, and 
expects to have a voice in arranging its life. 
It may be that the pendulum has swung 
to its limit away from absolute subjection 
to parental control, and another generation 
or two will show results—good or bad. 
Meantime in speaking of the modern child 
one must remember that now most of the 
parents of young children were themselves 
the early members of that much maligned 
group “the younger generation,” that at 
least some of them suffered from the over 


direction of a less independent age and that 
personal initiative is their fetish. 

In any case my observation has been that 
in the bookshop as elsewhere these young 
parents expect their children to exercise a 
power of choice. ‘You look around and 
find something you want” is the usual 
direction to the child, whilst the parent 
makes his or her own examination in other 
departments. 

The final word may often rest with the 
adult, but more often than not, the child 
is encouraged to choose. A goodly number 
of the more thoughtful parents are defi- 
nitely using the choice of books as one of 
the numerous exercises to develop the 
youthful character. I well remember the 
day when two little girls, aged six and 
eight, came alone each clutching a five 
dollar bill, to begin their first independent 
book buying. Margaret, the elder, was even 
then an avid reader, and now that she is go- 
ing on fifteen, it is difficult to find enough 
material that is suitable, and acceptable to 
her taste. Sally, alas! has always regarded 
the printed word with a wholehearted and 
deadly hatred. Their procedure on that 
famous first book shopping was characteris- 
tic. Margaret had quickly piled up $10 
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I, LIBRARIANS, PARENTS 
TEACHERS, AND BOOKSELLERS 


THIS is the first announcement of the first full-length FARRAR & 
RINEHART Juvenile list. We’ve room here only to mention the titles. 
We hope to show you the books themselves, shortly. When you see them, 


we know you'll agree they are: 


(1) real value for the money, (2) outstandingly attractive in manu- 
facture, (3) in line with modern progressive educational tendencies, 


(4) distinctly saleable. 








THE OREGON TRAIL 


By Francis ParkMAN. Introduction by Mark 
Van Doren. Illustrated by James Daugherty 

A new edition of the greatest of all books on the 
West; a book that has already delighted three 
generations, old and young. James Daugherty has 
done over a hundred illustrations. July, $3.00 
The Story of A LITTLE 
WHITE TEDDY BEAR 
Who Didn’t Want to Go 
to Bed 

By DorotHy SHERRILL 
Illustrated by the author 

For children up to 6. A charm- 
ing little story hand lettered 
and printed in color through- 
out. There is a picture on each page. Sept., $1.00 


THE SHADOWS’ HOLIDAY 


By Larry JUNE and JosepH ALGER 

Another unique book—made up of photographs 
with very little text. It is a book all about shad- 
ows! where they went and what they did on a 
rainy day. October, $2.00 


THE MYSTERY CHEST 

By Rear Admiral E. R. G. R. Evans 

Illustrated by Edward C. Caswell 

Admiral Evans, author of “Pirates’ Doom,” has 
written another glorious story of adventure for 


boys 8 to 14. September, $2.00 
THE SOUTHPAW 


By Donat Hamitron Hatnes 

Illustrated by Tod Gould 

One of the best modern school stories we have 
had in years—believable boys, believable sports 
and a likeable school. September, $2.00 





PEGGY AND PETER: 
What They Did Today 
By Lena Towsley 

One of the most charming as is 
well as the most unusual books [..% 

for children of this or any year, “~~~ 

It is photographs of two little children in their 
play and work—natural, unposed and vitally in- 
teresting to all children. October, $2.00 


TREASURE ABOARD 


By Cuarces B. Driscoiy 
Illustrated by Montfort Amory 





A boys’ book by the author whose “Dubloons, The 
Story of Buried Treasure,” made known the true 
stories of hidden treasures throughout the world. 
This is a yarn founded on fact and packed with 
thrills for every youngster! October, $2.00 


THE GOLDEN FLOCK 


By Cuarvorre Leperer. Illustrated by the author 


A most appealing story 
adapted from the Hunga- 
rian, about a peasant, his 
wife, and of how he tried 
to find a little shepherd 





for his flock. Illustrated 
with brilliant Hungarian 
pictures. Oct., $1.50 


O’REILLY OF NOTRE DAME 
By Francis Watvace. Illustrated by Wittmack 


No man knew Knute Rockne or the Rockne sys- 
tem better than Wallace. In the guise of a story 
he gives us a thrilling and authentic picture of 
the real life at this famous college. Oct., $2.00 
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SNIPPY and SNAPPY 
By WANDA GAG. Author of ‘‘Millions of Cats’’ 


Ochild can resist Snippy and Snappy, Mousedom's 
good wilt envoys to Childhood everywhere. A 


gay picture book with all the charm and humor that 
made Millions of Cats a great juvenile Best Seller, 
Don’t miss this new classic!'—the picture book that 


ELLA THE ELEPHANT 


By Kurt Wiese. The popular author of Wallie 
the Walrus and Karoo the Kangaroo tells and 
illustrates the story of the happiest baby in 
the jungle. $1.50 


TRUM PETER’S 
TEA PARTY 
By Philip Nesbitt. The story and picture 


book of a jungle tea party, with 15 full-page 
3-color drawings. $1.50 


THE WONDER ROCK 


By Ryah Ludins. A really different picture 
book, the story of which is based on an old Indian 
legend of the Happy Valley. Hand lettered $1.50 


SUE SEW-AND-SEW 


Arranged by Flavia, Dehli and Asta 
Gag. How to make doll clothes of every va- 
riety, with gay and clear diagrams that any little 
girl can follow. $1.50 


MEMOIRS OF A 
FOX-HUNTING MAN 


By Siegfried Sassoon. A great book of horses 
and dogs and fine sportsmanship now made 
into a new illustrated edition for boys and girls. 
War chapters omitted. $3.00 


: 


JAVA HO! 


The Adventures of Four Boys Amid 
Fire, Storm and Shipwreck. 


By Johan Wigmore Fabricius. A famous 
sea story finally available in English; taken from 
the log-book of the Dutch skipper. Packed with 
swift action, humor and high adventure. Fully 
illustrated. 352 pp. $2.50 


BOY of the SOUTH SEAS 


By Eunice Tietjens. The author of Boy of 
the Desert tells a delightful tale ofa ten-year-old 
Polynesian boy, whose thrilling adventures and 
strange customs will fascinate children of all 
ages. Illustrated. $2.50 


DOROTHY STANHOPE- 
Virginian 
By Hawthorne Daniel. A fine mystery 


story of Colonial Virginia by the author of 
Peggy of Old Annapolis. Illustrated. $2.00 


MIRTH AND MYSTERY 


By A. Frederick Collins. A book for chil- 
dren from 7 to 70, full of magical tricks and stunts. 
Fascinating and hilarious. Illustrated. $2.00 


THE SECRET EMPIRE 


By Henry W. Patterson. The story of a 
French-Canadian boy's adventures in the days 
of La Salle, and the Indian fighting in the vast 
wilderness. Beautifully illustrated. Map end- 
papers. 288 pp. $2.00 


Introductory Books on Sports Edited by Cecil Aldin 


RIDING GOLF 


By Lady Hunloke By Henry Cotton 
and Cecil Aldin Illustrated 


} Illustrated. $2.00 $2.00 
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TENNIS HUNTING 
By John Doeg By Cecil Aldin 
and Allison Danzig Illustrated 


Illustrated. $2.00 $2.00 
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worth of books and was faced with the task 
of a re-choice. Reminded by Sally, she un- 
willingly reserved fifty cents for ice cream 
cones, and with some assistance from me, 
got the best selection for the $4.50 she was 
willing to spend. Sally, on the contrary, 
made diligent search not only for the cheap- 
est book, but the smallest available, for she 
knew, poor lamb, that she would be re- 
quired to read the wretched thing; and she 
went away fairly content with $4.25 in 
hand for projects more to her liking! 

The two children have been consistent 
customers ever since, and their respective at- 
titudes toward literature have not changed. 
To Margaret the frequent visits to The 
Little Book House have been joyous ad- 
ventures, while Sally has accepted book 
buying as one learns to accept toothbrush 
exercises, the darning of stockings and other 
tiresome but inescapable details of life’s 
routine. 

Quite unlike Sally, who continues to 
mitigate her hard lot by the search for 
brevity, was another patron of my shop, a 
shrewd little customer—already a reader 
of experience, who carried a tiny folding 
foot rule, meticulously measured the thick- 
ness of each volume, and thriftily chose the 
one that would last the longest! She was a 
transient visitor to our town, and I saw her 
only a few times, but can easily picture the 
sort of woman she will become. A rather 
stocky but well-built child, she was a good 
rider, a perfect fish in the water, gave the 
tennis pro his half hour of hard work 
daily, was practical and intelligent withal. 
I learned that the child being an omnivor- 
ous and rapid reader had been limited to 
one story a week—hence the unusual em- 
ployment of the foot rule. Her judgment 
was good, but her range as yet was narrow. 
A realist, though blessed with a vivid im- 
agination, this child liked stories of action, 
and reality. The sentimental had no allure 
for her, the fantastic still less. So-called 
boy’s books were her meat, tales of ex- 
ploration, war, dangerous living by sea and 
land and, of course, stories of real animals, 
both domestic and wild. (She was one of 
the few children of her age to whom I 
would have recommended Ossendowski’s 
“Story of a Monkey.”) Child, girl and 
woman, I fancy Patricia will get what she 
wants through life—and probably use as 
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careful, though less obvious, a measure in 
defining her desires. 

In the first ranks of that little procession 
of my child customers I recall a very small 
boy of scant seven years, clutching a couple 
of lucres in grubby fist, who demanded 
“that story about a white whale,” and an 
appropriate edition of “Moby-Dick” being 
produced, would make sure that it was the 
one with the picture where the whale 
scr-r-runched up the boat! 

It was part of the adventure that he 
came in and bought the book himself, 
though a parent lurked discreetly in the 
ofing, murmuring proudly, “Gee! but you 
are a blood-thirsty cuss!’ This little lad, 
fondling his new possession as only a 
genuine book lover does, told me that al- 
ready some of this famous classic had been 
read to him, and showed me proudly how 
he could now read it for himself. I fancy 
the proud parent might still help in cutting 
some of the dull stretches, though it is 
amazing what a child who is a real lover 
of reading will plow through. I fancy 
that most grown-ups have had the expe- 
rience of finding it quite impossible now 
to read in their entirety some of the Vic- 
torian classics that were the joy of their 
childhood and early adolescence. 

Watching children in their choice of 
books during several years, certain common 
preferences appear. While boys’ books and 
girls’ books may be broadly differentiated, 
many girls prefer boys’ books. But, be it 
said, I have yet to see a boy who would 
look at a girls’ book! Indeed one really 
virile tale acquired a black eye, because for 
some reason, it was always turning up on 
the girls’ shelf! I finally traced the reason 
for the book’s wanderings to its too pretty 
jacket—clothes in this case unmaking the 
man! 

A majority of children, both boys and 
girls prefer what they call true stories, and 
in this category I have found that the au- 
thentic localized tale leads all others. Two 
perennial favorites in my own shop, ‘“The 
Little Maid of Nantucket,” and ‘The 
Fortune of the Indies,” are both excellent 
stories in themselves, but their strongest 
selling points lie in the fact that one de- 
scribes a local house with a secret staircase 
—it is just around the corner from the 
shop—while the other beings in a small sea- 
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BOOKSELLERS 
SHOULD STOCK THESE NEW 


OXFORD BOOKS for BOYS AND GIRLS 


IVAN THE FOOL AND 
OTHER TALES 


By Leo Tolstoy. Illustrated in two colors by THE 


Norman Tealby. 
No author writes more HOODED 
directly or simply than CROW 


Tolstoy and these tales are 
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a en = Flapped the Crow with the Royal Crown.” 

Children + will love this amusing story and its 
gay pictures in black and yellow ($1.50 


MAMIE 


Written and illustrated by Edna Potter. 


Miss Potter, who was represented on our list last year by “THIS WAY AND THAT,” has written 
the story of her mother’s childhood in quaint old Providence of 1875. A picture book and a true 
Story illustrated throughout in full color ($1 00) 
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port across Nantucket Sound, which is 
passed on the boat trip out and back. 

Following close on these favorites are 
two other local tales, ‘‘Father’s Gone 
A-whaling,” a valuable hardy perennial for 
the seven to ten year olds, and “Down- 
right Dency,” greatly beloved of the genu- 
inely feminine child of that most difficult 
ten to fourteen period. We are fortunate 
indeed in having besides these, “The 
Quaker Girl of Nantucket,” an old-fash- 
ioned novel written nearly fifty years ago 
which embodies much of our island’s his- 
tory and is still enjoyed by young and old. 
Happy the bookseller who has a well de- 
fined setting ready to his hand! 

Next to the story of local interest comes 
the story of adventure—real or imaginary, 
and it is in this field that the so-called 
classics are particularly rich. “Treasure 
Island,” ““Westward Ho!” “Martin Hyde, 
the Duke’s Messenger,” one need not name 
them—their name is legion, and they crowd 
the school lists. The reading of these 
books is not only a painless method of 
acquiring some consciousness of the back- 
ground of the world’s history, but a logical 
one. The youthful mind retains more 
from well set fiction than from many a 
more formal school lesson, as schools them- 
selves now bear witness in the dramatizing 
of history and in the use of fiction as sup- 
plementary reading. Every bookseller is 
familiar with the school list—and also with 
the frequent air of martyrdom with which 
it is presented. But happily he has it in 
his power to make the sad faces brighten, 
for the publishers have done a sound piece 
of work toward building up a reading 
public, by the many delightful series of 
children’s classics—ranging in price from 
75 cents to $3.50—all pleasing in appear- 
ance, and many of them so finely illustrated 
that they are a joy both to young and old. 
There is another field in which American 
publishers are particularly successful—the 
child’s book that is truly educational with- 
out being dull or didactic. A shining 
example is found in that much beloved and 
truly inspired Twins Series, which so 
humanizes facts that the child reader does 
not realize that he is learning much about 
geography in its widest sense, manners and 
customs, and even those deadly imports 
and exports that seemed so meaningless in 
the text books of my youth. 
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There is also abundance of good adven- 
ture material in the stories written today 
for boys and girls, and the careful parent 
and conscientious bookseller need never 
sell crime stories to the child seeking thrills 
in his reading. 

I have found that true accounts of the 
adventurous life, books like Lindbergh’s 
“We,” books by or about Admiral Byrd, 
as well as the Putnam series of Boys’ Books 
for Boys are eagerly sought by boys and 
girls alike. 

Indeed, this strong leaning toward reality 
is an almost universal taste in the children 
of these days. Fairy stories are rarely 
called for by the youthful purchaser, and 
it is only the child of exceptional literary 
taste who cares for stories of a too recent 
past. In spite of a most alluring edition 
“Little Women” has small vogue with the 
child. 

Is it not significant that although ““When 
Granny Was a Little Girl,” or “Gramp’s 
School Days” have scant appeal, the days 
of swashbuckling knights and ladies fair, 
of sword and buckler, the moated tower 
and embroidery frame, still hold their fas- 
cination. The days of the longer ago were 
pre-eminently those of action, of clearer 
cut issues, uncomplicated emotions, while a 
musty air of repression still floats over 
from a nearer past. And the clothes, 
jewels, weapons of the age of romance! 
All quite impossible under modern condi- 
tions, yet how alluring in retrospect. Is it 
not perhaps an element akin to caricature 
that gives “costume drama” its perennial 
charm? 

Reading about the times of gorgeous 
array is akin to the dressing up, so beloved 
of “children from six to sixty’—to quote 
a well-known best seller. 

But always these past times must be 
sufficiently remote to present strong con- 
trast and picturesque detail before it makes 
appeal to the average child. ‘The time for 
subtle comparisons does not come to the 
growing mind until later on. So much for 
the solids of literary fare. What of the 
sweets and savories in the feast of youth— 
poetry and humor? 

Is it—as some would have us think— 
merely an unhappy sign of the times,that 
in the realms of humor and of the frankly 
fantastic, the type well known in the comic 
strip, most quickly draws the child’s atten- 
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tion? I do not think so. The sense of 
humor in its complete manifestation must 
be a gradual and slow development, its 
exercise requiring a background and fund 
of knowledge. ‘The sense of fun—quite 
another thing—might be called its fore- 
runner or herald, happily one that may 
keep on when the more subtle quality has 
come to its full growth. Our pet animals 
often have this sense of fun to a marked 
degree. (Any dog lover can tell dozens of 
stories to prove this point.) 

That the child should like evaimevenen 
animal drawings, caricatures, funny faces— 
many of them extremely well done—is 
natural and right. But the active-minded 
child, like the intelligent adult, does not 
demand the humorous doof in great quan- 
tity. This kind of spice of life comes more 
naturally in the small doses of periodical 
literature. 

And where does the modern child stand 
in regard to poetry? 

I have found true love of poetry in the 
unusual child rather than in the average. 
The little child likes the jingle, the 
easily remembered rhyming lines, rhythmic 
phrases, but a love of the poetry of ideas 
and of beauty is usually a later develop- 
ment. The wise parent however sees to 
it that the entering wedge is at hand. 
Again our publishers have provided well 
for this need, as well as for the rarer child 
who reads poetry understandingly in the 
earlier years. 

A number of fine anthologies, from a 
tiny one for the littlest people, to several 
for various ages, make it easy to keep both 
classes of children well supplied. Of the 
ruck of verse written especially for chil- 
dren today, I cannot speak enthusiastically 
(and I stock it sparingly in consequence). 
Much of it is trivial in content and slovenly 
in form. The sprightly jingle for the little 
child, terse, simple, rhythmic is found 
in abundance in classic treasures ranging 
from Mother Goose to Stevenson. Among 
present-day writers there are shining ex- 
ceptions whom I need not name, but too 
often the current writer of verse for youth, 
writes down to the child, with an unctious 
patronizing style, a self conscious silliness 
that is most repugnant to the alert child 
of the present. 

Today’s child, let us keep ever before us, 
is, above all, a realist. Instinctively he has 
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accepted the swift pace of actual life, and 
is eager to get on with the job. The parent 
may—and frequently does—exercise the 
power of veto, but initiative lies largely 
with the child, and his choice tends natur- 
ally towards the actual, and the thing that 
relates somehow to his personal life. 

In the realm of reality, the animal story 
takes high place, as is shown by the large 
proportion of such books in every pub- 
lisher’s list for youth. Nine times out of 
ten the small child chooses the animal 
story. To the tiny child, whose book must 
be largely pictorial, the familiar house dog 
and the harmless, necessary cat—are prime 
favorites. The child at the earlier ages is 
most attracted by the thing that has most 
of the element of familiarity. Witness the 
love of hearing the same story again and 
again. The next step and the beginning 
of the pleasure of imagining the unseen, 
seems to come most easily by way of the 
denizens of the jungle. The day comes 
when elephants, lions, tigers, giraffes be- 
come as household pets in the child mind. 
Why not? In a world full of new sights 
and experiences nothing is improbable. 
And by this time the circus has helped. 
But, there must be a connecting link. | 
firmly believe that the “Three Bears’ at- 
tained their commanding position in litera- 
ture because they kept house so cozily, 
rather than for any outstanding drama in 
the story. The three beds, the three bowls, 
the three spoons are remembered when the 
rather weak dénouement of the story is for- 
gotten. 

Proud place is held always on my shelf 
for tiny tots by the series called the Baby 
Animal Books, in which wild creatures of 
pleasing strangeness and ferocity, all wear 
reassuring little coats, hats, aprons and sun- 
bonnets—bringing them within the realm 
of everyday life. 

An amusing small drama took place in 
The Little Book House around one of these 
books. “The Baby Zebra and the Bump- 
head Animal’ was purchased and_ read 
aloud again and again to a tiny lad of 
three. There came a little houseguest of 
about the same age, who was forthwith 
brought to the shop to buy a book. Told 
to pick one for himself he looked upon the 
display with lacklustre eyes until he saw 
the “Bumphead Animal,” seized it and 
would have no other. A few days later 
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Distinctive 
FALL OFFERINGS 


Ekorn by Haakon Lie with illustra- 


tions by Kurt Wiese. 
The story of squirrel life in the woods, writ- 
ten with distinct literary charm. 


The Masked Rider by May Wynne with wood-block drawings 
by Peggy Paver Beck. 


From London came this thrilling story of life in England during the seven- 
teenth century. An adventure tale for older boys and girls. 


Book of the Woods by Marianne Gauss with crayon and wash 
drawings by C. W. Gauss. 


These two sisters have written and illustrated this story of wild animal life 
in the Rockies. Animal stories that are accurate and tremendously entertaining 


My Caravan, a collection of poems for children compiled by 
Eulalie Osgood Grover, illustrated with black and white cut-outs by 


Florence Sampson. Adventure poetry for children. 


When Washington Was Young by Mabel Ansley Murphy with 
three color illustrations by Zabeth Selover. 

An historical story of the boyhood and early manhood of George Washington. 

Kylle Kluk, a picture book by Louis Moe. 

Here are the adventures of “the youngest chick hero of all Denmark’’—and 
how he came to crow his very first crow. Twelve large pictures in four colors 

Karl’s Wooden Horse, a picture book by Annie Bergman. 


This is a story of the well-known Swedish toy horse in action. A charming 
adaptation of the modernistic in art for small children. 


Sandy, The Tin Soldier of the A. E. F. 


A picture story book by Kurt Wiese with 
text by J. Hal Connor. 


Write for our New Fall Catalog for a 
Complete List of Fall Offerings 


LAIDLAW BROTHERS 


CHICAGO NEW YORK 
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the youthful pair demanded “go buy a 
book.” The proud grandmother brought 
them and all suitable treasures were dis- 
played. Suddenly a squeal of joy from the 
almost-three. He had discovered and taken 
possession of another copy of the “Bump 
head Animal!” ‘There were tears and 
lamentations at the idea of a different book, 
and of course grandmother gave in, and the 
pair departed each with his book—of 
which each already owned a copy! “We 
can give them away,” she justified. A few 
days later the scene was repeated—except 
that it was a young father this time and 
he, feeling that discipline must be main- 
tained, led the twain howling and_book- 
less from the shop. Next morning two 
mothers and two puzzled infants held a 
long educational session before the low 
shelves, and two subdued but still doubt- 
ing small mortals carried away “The Baby 
Lion, and the Wily Wolf.” They accepted, 
but without enthusiasm the law laid down 
by those in authority, that one bought a 
different book each time, not the beloved 
one over and over. But like so many of 
life’s hard lessons, once accepted, it became 
a habit and before long the two mites were 
saying proudly ‘“‘got that one at home. 
Find ’nother.” And go-buy-a-book ranked 
with go-swim in water among the mani- 
fold pleasures of the day. 

Before leaving the subject of the first 
readers—or at least picture viewers—I 
want to ask if anyone knows the original 
of the idea that a child’s book should be 
of large square format, difficult to hold, 
easy to tear, its great pages out of scale to 
little eyes. In my experience the little 
child left to himself always chooses the 
small book. ‘To see a mite of three or 
four trying to balance on inadequate lap, a 
quarto volume, and turn its vast leaves, 
makes you feel as you did that time you 
-had to look up information in the old time 
folio atlas that was tucked away in the 
broom closet at Aunt Wilhelmina’s house 
—or some such nightmare. The wee hands 
can caress the little book, can riffle its 
leaves without tearing, and best of all, can 
tuck it under the pillow and know that 
“Charlie and His Puppy Bingo,” ‘The 
Baby Elephant” or “The London Doll” 
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are coming along companionably with 
Edward Bear and a few lead soldiers, or 
Rose Marie and her vanity case to the 
Land of Nod. 

Given power of choice how does the 
child’s selection measure up? I would 
answer unhesitatingly that with few excep- 
tions it is good. 

The books that are pretty generally re- 
jected by my child customers, I often find 
on re-examination to have some vital lack. 
They are not necessarily bad books, but 
often trivial ones—books that give nothing. 
The average healthy-minded child is hun- 
gry for real mental food. They are not 
unlike their elders in a certain amount of 
herd instinct. If the bookseller can cite 
the satisfaction of some other boy or girl 
with any specified story, the recommenda- 
tion has undoubted weight. For some chil- 
dren have a lingering suspicion of profes- 
sional advice, until they have learned by 
experience that their individual bookseller 
shares, as much as an adult can, their point 
of view. There are, too, certain instinctive 
taboos—like the one for.the labelled books, 
which savor too much of school. 

Children’s books naturally divide them- 
selves into groups appropriate to different 
ages. Yet I have found the jacket mark 
“8 to 12 years’ peculiarly offensive to the 
book-buying child. The term juvenile has 
fallen into general disuse—especially since 
some wag pointed out that we old folk 
might resent having our books labelled 
senile. Publishers speak of books for boys 
and girls or young folks and are recently 
omitting the age label, which was probably 
a device invented by some so-called eff- 
ciency expert, rich in theory, but poor in 
imagination or experience. 

Title of course, plays a considerable part 
in popularity. Last year I saw an excel- 
lent book unanimously rejected by young 
readers because its title contained a sound 
scholarly word that even when explained, 
meant nothing to the child mind. The 
child is attracted most by the title that 
paints a picture in his mind. But “aren't 
we all”? My own experience is that adults 
are equally swayed in their choice by titles 
that either arouse curiosity, or definitely 
describe what lies within the covers of the 


book. 
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The Weekly Record 


Describes and Indexes the New Books of All Publishers in a Con- 
vement Reference and Buying List for Bookstores and Libraries 


HE last of June marks the low ebb 

in the number of books on the 

week’s shelf. But there is an un- 
usually large proportion of popular novels 
as summer fiction begins to make its ap- 
pearance. See Fletcher, Hill, Olivier, 
Richmond, Rosman, and Strong. ‘Two 
new omnibus books of the works of best- 
selling authors are published this week, 
“Stories of Love, Intrigue and Battle’ by 
Sabatini, and Mary Roberts Rinehart’s 
“Book of Tish.” Then there’s “Scotch,” 
MacSimon and MacSchuster’s collection of 
Scotch jokes to add to the summer gaiety. 
It’s bound in plaid and a bright new penny 
inserted in the cover as the reader’s change 
from a dollar bill. See MacTavish. For 
the bridge players who carry their enthusi- 
asm over into the hot weather, a new Con- 
tract guide has just arrived from the West 
Coast, written by one of California’s fore- 
most players and experts, Nathaniel J. 
Hillson. Two reprints of good selling 
non-fiction works are also to be seen among 
the books of the week, “The Sea Devil’s 
Fo’c’sle” by Thomas and “Al Capone” by 
Pasley. 

There are numbers of books to lure the 
summer traveler to further jaunts afield. 
“London for Everyman” by Kent is a com- 
panion to the previously published ‘Paris 
for Everyman.” “Austria” by Compton 
is an addition to an imported series of 
travel books with colored illustrations. 
“Mariners of Brittany” is plentifully illus- 
trated with charming drawings by the au- 
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thor, Peter F. Anson, who, in this book, 
attempts to capture the quaint life of the 
Breton peasant. ‘To the vacationist in 
this country offer “Dining in Chicago” by 
Drury, one of the John Day Intimate 
Guides, which may reveal hitherto un- 
known delights even to the settled Chi- 
cagoan. “When Antiques Were Young,” 
although not a travel book, strictly speak- 
ing, may be an even more powerful lure 
to New England by-ways, where relics of 
our Colonial ancestors still endure. The 
author is Marion Nicholl Rawson. ‘“Wild 
Flowers of the Alleghanies” is a detailed 
and comprehensive nature guide for the 
out-of-doors tramper. It is published by 
its author, Joseph E. Harned. 

“The Red Fog Lifts” is not a guide for 
tourists in Russia but an American busi- 
ness man’s report of what he saw there. 
See Muldavin. ‘Caribbean Backgrounds 
and Prospects” by Jones, is a study of the 
economic facts and potentialities of the 
Latin American countries and islands of 
the Caribbean. Another interpretative 
business book is “Onward Industry!” listed 
under Mooney, which explains the prin- 
ciples of organization and their significance 
to modern industry. 

“Since Calvary” is a new book tracing 
the history of Christianity, by Lewis 
Browne, author of ‘This _ Believing 
World.” 

“Wings over the World,” edited by 
French is an addition to McLoughlin’s Big 
Aviation Series. 





HIS list aims to be a complete and accurate record of American book publication. 

Publishers should send copies of all books promptly for annotation and entry, and the 

receipt of advance copies insures record simultaneous with publication. The annota- 
tions are descriptive, not critical; intended to place, not to judge the books. Pamphlet 
material and books of lesser trade interest are listed in smaller type. 

The entry is transcribed from the title-page when the book is sent for record. Prices 
are added except when not supplied by publisher or obtainable only on specific request, 
in which case the word “apply” is used. When not specified the binding is “cloth.” 

Imprint date or copyright date is always stated, except when imprint date and copyright 
date agree and are of the current year, in which case only “c” is used. No ascertainable 


date is designated thus: [n. d.]. 


Sizes are indicated as follows: F (folio: over 30 centimeters high); Q (4to: under 
30 cm.); O (8vo: 25 cm.); D (12mo: 20 cm.); S (16mo: 17% cm.); T (24mo: 15 cm.) ; 


sq., obl., nar., designate square, oblong, narrow. 
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Abbott, Edith 

Social welfare and professional education. 
188p. (bibl. footnotes) [c.’31] Chic., Univ. 
of Chic. Press 


Papers and addresses on the professional education 
of social workers by the dean of the Graduate School 
of Social Service Administration of the University 
of Chicago. Wg 


Alexander, Robert 
Memories of the World War, 1917-1918. 


317p. il, maps O c. N.Y., Macmillan $4 
By a retired Major-General of the U. S. Army, 
who was in command of the 77th Division. 


Anson, Peter Frederick 

Mariners of Brittany; il. by the author. 
267p. (3p. bibl.) il. (col. front.), maps O 
[31] N. Y., Dutton $3.75 


Picturing the seafaring Bretons, their quaint coun- 
try and customs, in text and illustrations. 


Archer, Lou Ella 

Canyon shadows. 33p. il. (pt. col.) obl.D 
[c.’31] [Los Angeles, Times-Mirror ~~ 
3 


Arizona poems and pictures. 


Armytage, G. J. 

Metalwork, for schools “ colleges; its 
principles and practice. 244p. il. O (E. H. A. 
ser. of handb’ks on school arts and crafts) 
[’31] N. Y., Oxford $3.50 


Bagot, Richard 

The Italian lakes; il. by Ella Du Cane; 
3rd ed. 232p. D _ (Black’s popular ser. of 
color b’ks) ’31 N. Y., Macmillan $2.50 


Balderston, John Lloyd 
Berkeley Square; a play in three acts. 129p. 
il, diagr. D_ c.’26-’31 N. Y., S. French 
pap., 75 C. 


Barrett, Rev. John I. and Fanning, Mary F. 
Ave Maria readers; bk. 3. 238p._ il. —_) 
D {c.’31] N. Y,, Amer. B’k 88 c 


Bart6ék, Bela 

Hungarian folk music; tr. by M. D. Calvo- 
coressi; with musical examples. 305p. O 731 
m Se Oxford $8.75 


Beach, Samuel Wheeler 

Mediterranean cruise of the U. S. S. Ches- 
ter; a story of a queen of the seas, its first 
crew, its first voyage and of its sister ships 
of the 10,000 ton class [lim. ed.]. 251p. il. 
map Oc. Portsmouth, Va., Printcraft 
Press $3 

An account of the ship’s maiden voyage by one of 
her petty officers. 


Beales, A. C. F. 
The history of peace. 355p. il. 31 N. Y., 
Dial Press $4 


Beavis, Gerald 
The book of the microscope. 256p. il. (pt. 
col.) O 731 Phil., Lippincott 


2.5 

An introduction to microscopic study for the ama- 
teur—how microscopes can be made, which ones to 
buy and how to obtain and mount specimens from 
fields and ponds. 


Bible 

The Holy Gospel according to St. Luke: by 
V. Rose; tr. by Rev. Newton Thompson. 
240p. D ’31 Balt., J. Murphy $1.75 

The Pentateuch and Haftorahs; Hebrew 
text, English translation with commentary; 
ed. by the Chief Rabbi Dr. J. Hertz [v. 2] 
Exodus. 627p. O [’31] N. Y., Oxford $3 


The Psalms; a suggested revision of the 
prayer book version; and twelve Old Testa- 
ment canticles; selected by John Neale Dal- 
ton. I9Ip. sq.D 731 N. Y., Macmillan 

bds., $2.50 


Bowden, Garfield A. 
Foundations of science. 752p. il., diagrs. 
D_ [c.’31] Phil., Blakiston’s $1.68 


Bowman, Earl Wayland 

Arrowrock; songs and stories of a prodigal. 
34Ip. D ’31r Caldwell, Idaho, Caxton 
Printers $3; lea., $10 


Brener, Marguerite 
Pavement lady. 308p. D_ [c.’31] N. ‘ 


Macaulay 2 
A story of the unhappy career of Liz, who never 
had much of a chance. 


Brooks, Paul and Upton, T. Graydon, eds. 
Mondays at nine, or, Pedagogues on parade ; 
il. by Carl E. Pickhardt, Jr. 55p. il. (pors.) 
O [c.’31] [Cambridge, Mass.] Harvard 
Lampoon, Lampoon Bldg. $1.50 
Sketches in verse of some well-known Harvard 
faculty members, that first appeared in the Harvard 
Lampoon, the university humorous publication. 
Brown, Marshall 
Wit and humor of bench and bar. 28op. 
9 ’31. ~Phil., Geo. T. Bisel Co., 724 Sansom 
¢. 


$3.50 


Browne, Lewis 

Since Calvary; an interpretation of Chris- 
tian history; il. by Myna and Lewis Browne. 
456p. (bibl. footnotes) il, maps O c. N. Y., 
Macmillan fab., $3.50 


An historical narrative of Christianity from the 
Ist century to the present. 
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Aitken, Geraldine L. 

Music in the home, before lessons begin; an out- 
line of simple and ‘natural experiences in music, 
for mothers and teachers of very pees children of 
two to six years. sop. (bibl.) il. O [c.’31] N. Y., 
Carl Fischer, Inc. pap., $1 


Barnstead, Belle Louise 

A school health program; a guide for the teaching 
of health. [rev. ed.] 171p. (bibls.) S c. Ann Arbor, 
Mich., G. Wahr pap., soc. 


Bartholomew, Sister M. 
The book of the Holy Child. 8op. il. (col.) D 
’31 Milwaukee, Bruce Pub. Co. pap., 64¢. 


Belyea, Harold C. 
Forest measurement. 319p. O ’31 N. Y., baer 
3.50 


Bishop, Mildred C., and others 
New workbook in American history; pt. 2, since 
1865. 63p. il., maps Q c.’31 Bost., Ginn pap., 48¢. 
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Buranelli, Prosper, and others, eds. — 
The cross word puzzle book; twentieth ser. 
124p. D c. N. Y., Simon & Schuster $1.35 


The post-graduate cross word puzzle book; 
second ser. 128p. D c. N. Y., Simon & 
Schuster $1.90 

“A second antholo of fifty-five difficult cross- 
word puzzles for hard-boiled puzzle fans selected as 
the best of the hundreds constructed especially for 
this series, including five foreign language puzzles and 
five diagramless puzzles.” 


Catullus, Gaius Valerius 

The poems of Catullus; tr. by Horace 
Gregory; il. by Zhenya Gay [lim. ed.]. 36op. 
O c. N. Y., Covici-Friede buck., $5 


The Latin and the English text, a new translation 
into modern vernacular, are given on opposite pages. 


Chang, Sherman H. M. 

The Marxian theory of the state. 230p. 
(bibl.) il. O ’31 Chester, Pa., John Spen- 
cer, Inc. $2.50 


Clark, Jane Perry _ : 

Deportation of aliens from the United 
States to Europe. 524p. (bibl., bibl. footnotes) 
O (Studies in hist., economics and public 
law no. 351) c. N. Y., Columbia Univ. 
Press $5 
An explanation of the law and the process of 
deportation with many case histories taken from per- 
sonal experience in the work. 


Crawshay- Williams, Eliot 
Night in the hotel. 318p. diagr. D ce. 
N. Y., Liveright $2 
A night in a hotel on the Riviera, revealing the 
comedy and drama which result from the interlocking 
of the lives of those under one roof. 


Dalton Frank Eugen 

Swimming scientifically taught; 8th ed. rev. 
247p. il. D ’31,c.’12.’31 N. Y., Funk & 
Wagnalls $1.75 


De Lamater, Eleanor 
Personals. 258p. D [c.’31] N. Y., Farrar 
& Rinehart 2 
The story of the Britton family, aristocrats of a 
small American town. 





Brown, John Franklin 
State publication of school books; rev. ed. 62p. 
(bibl, footnotes) D ’31, c. ’15, ’31 N. Y., Macmillan 
pap., 25¢. 

Cabral, Abbot 

e Mass; its doctrine, its history; the story of 
the Mass in pen and picture. 71p. (bibl.) il., map 
O [n.d.] N. Y., P. J. Kenedy pap., $1 


Callahan, Ellen Elizabeth 
Hadley; a study of the political development of 
a typical New England town, from the official rec- 
ords (1659-1930). 1106p. (6p. bibl.) O (Smith Coll. 
studies in hist., v. 16, nos. 1, 2.) ’31 Northampton, 
Mass., Smith Coll. Lib. pap., 75 ¢. 
Clay, Cecil 
A pantomime rehearsal. 56p. diagr. S (French’s 
acting ed., no. 2186) [n.d.] N. Y., S. French 
Ppap., 50c. 
Coleman, Robert H., comp. 
_ service songs; containing hymns suitable for all 
the services of the churches but prepared especially 
for use in the Sunday school. 288p. } [c. ’31] Dallas, 
lex., Compiler $40 per 100 
Conner, Martha 
Practical bibliography making, with problems and 
examples. 2gp. Dc. N. Y., H. W. Wilson Co, 
pap., apply 
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De Pury, Georges Casalis 
Ra Tau, father of lions. 283p. ’31 N. Y., 
Dial Press $2.50 


Dixon, Charles 
The conquest of the Atlantic by air. 255p. 
il, map O ’31 Phil., Lippincott $2.50 
The story of transatlantic flights and attempts by 
an English war pilot. 
Drury, John 
Dining in Chicago; foreword by Carl Sand- 
burg. 285p. map D (John Day intimate 
guide ser.) [c.’31] N. Y., John Day — $2.50 
A gastronomical guide to Chicago, by a reporter on 
the Chicago Daily News. 
Dunnigan, William 
Practical stock market forecasting. 108p. 
diagrs. D_ [c.’31]  Bost., Financial Pub. 
Co. $2.50 


Eggleston, De Witt Carl 
Department store accounting. 444p. diagrs. 
O [c.’31] N. Y., Greenberg $7.50 


Eisler, Robert 
The Messiah Jesus and John the Baptist. 
638p. il. ’31 N. Y., Dial Press $10 


Entwistle, Mary oe 
Open windows [missions]. 136p. D [c.’31] 
[N. Cambridge, Mass., M. H. Leavis, P. O. 
Box 4] 75C.; pap., 50C. 
Farnham, Henry Walcott 
_ Shakespeare’s economics. 202p. (9p. bibl.) 
il. D c. New Haven, Conn., Yale 
bds., $2.50 
An approach to the work of the great dramatist 
from the point of view of an economist. 
Fisher, Vivian Ezra and Hanna, Joseph V. 
The dissatisfied worker. 269p. (bibl. foot- 
notes) D c. N. Y., Macmillan $2 
Two psychologists explain how emotional malad- 
justment affects the efficiency of workers. 
Fletcher, Joseph Smith 
The murder at Wrides Park; being entry 
number one in the case-hook of Ronald Cam- 
berwell. 251p. D c. N. Y.. Knopf $2 
The police were sure that Mr. Nicholas had mur 
dered his blackmailer, until Detective Chaney was 
called in by the defense. 





Cote, Raymond E. 
Modern lettering. top. il. Q ’31 Milwaukee, 
Bruce Pub. Co. pap., $1.25 


Curry, James 

The desorption of gases from molecularly plane 
glass surfaces. 18p. O ’31 Balt., Johns Hopkins 
Press pap., 18c. 


Doran, Marie 

A substitute for Sally; a comedy in three acts. 
8tp. diagr. D (French’s internat’l copyrighted ed. 
no. 697) c.’3r1 N. Y., S. French pap., joc. 


Du Ryer, Pierre 

Saul; tragédie de Pierre Du Ryer; ed. by Henry 
Carrington Lancaster. 1120p. (J. H. studies in ro- 
mance lits. and langs., v. 17) ’31 Balt., Johns Hop- 
kins Press pap., $1.25 


Fehr, John C. 

_ Rex_breeding simplified; standardizing the Amer- 
ican Rex [rabbits]. 44p. il. O c.’31 Ind., Author, 
1302 Woodlawn Ave. pap., apply 


Fletcher, Harris Francis 

Contributions to a Milton bibliography, 1800-1930; 
being a list of addenda to Stevens’s Reference guide 
to Milton. 166p. O (Univ. of Ill. studies in lang. 
and lit., v. 16, no. 1) ’31 [Urbana, IIl.] Univ. of 
Ill, Press pap., $1.50 
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Frazer, Sir James George 

Garnered sheaves; essays, addresses and 

reviews. 538p. O ’31 N. Y., Macmillan 
$7.50 
French, Joseph Lewis, ed. 

Wings over the world; introd. by Capt. 
Frank M. Hawks. 303p. il. O (Big aviation 
ser.) [c.’31] Springfield, Mass., McLoughlin 
Bros. $1 

A record of aviation achievements during 1930, 


with articles by Sir Hubert Wilkins, Amelia Earhart, 
Capt. Frank M. Hawks, Louis Bleriot, and many 


others. 


Gamble, C. F. Snowden 

The air weapon; being some account of the 
growth of British military aeronautics from 
the beginnings in the year 1783 until the end 
of the year 1929; v. 1, November 1783-August 
1914. 2909p. O 731 N. Y., Oxford $4.50 


Gilson, Mary Barnett 

Unemployment insurance in Great Britain; 
the national system and additional benefit 
plans. 573p. (op. bibl.) diagrs. O c.: N.Y, 


Industrial Relations Counselors, Inc., 165 
B’way 5 

The second volume in a series of five books based 
on a world-wide study of unemployment insurance. 
The first was ‘‘Unemployment Benefits in the United 
States’”” by Stewart and others. 


Graham, Rev. John E. 
The way of the sceptic. 316p. ’31 N. Y., 
Dial Press $3 


Gregory, John Goodby 

History of Milwaukee, Wisconsin; 4 Vv. 
variousp. il. Q 731 Chic. S. J. Clarke 
Pub. Co. buck., $40 


Grissom, Irene Welch 

Verse of the new west. 1I12p. il. D = ’3!1 
Caldwell, Idaho, Caxton Printers, 

$2.25; lea.. $5 

Gwathmey, Edward M. 

John Pendleton Kennedy. 193p. (bibl.) D 
31 N. Y., Nelson $2.50 
Harned, Joseph E. 


Wild flowers of the Alleghanies.  7o2p. 
il. (pt. col.) D_ [c.’31] Oakland, Md. 


Author $4.50 
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“Being a description of their character, habits 
flowering season, and location; a concise definition of 
colors, references to medicinal properties, notations 
of the insects that assist in their fertilization; also 
numerous flower legends, historical references and a 
fully illustrated key to the most important diagnost, 
characters of the families represented. A check list of 
ferns occurring in the area is appended.” 


Harrison, Elizabeth 

In the story world; best legends for boys 
and girls. 204p. il. D_ [c.’31] Springfield. 
Mass., M. Bradley $1.50 


Higgins. Walter 
A second book of pattern design. il. sq. 0 
31 N. Y., Macmillan 75 ¢. 


Higham, Charles Strachan Sanders 

History of the British Empire; 4th ed., rey. 
and enl. 318p. (bibls.) maps D ’31 N.Y. 
Longmans $1.75 


Hill, Mrs. Grace Livingston [Marcia Mac- 
donald, pseud.] 
The chance of a lifetime. 288p. D_ ¢. 
Phil., Lippincott $2 
Alan and Sherrill, a boy and girl just out of high 
school who try to live up to their religious principles, 
both have their ‘‘chance of a lifetime.” 


Hillson, Nathaniel J. 

Essentials of contract bridge; [introd. by 
Ely Culbertson]. 134p. front. (por.) Sc. 
Los Angeles, Wetzel Pub. Co. $1 


By an expert player and teacher of bridge in Los 
Angeles. A synopsis of bridge laws is included. 


Hockett, Homer Carey 
Introduction to research in American his 
tory. 182p. (16p. bibl.) D c. N. Y., Mac- 
millan $2 
A guide for the beginner in historical research and 
writing by a professor of history in Ohio State Uni 
versity. 


Hodnett, Edward and Keyes, Minnie S. 
Plain English; examples of everyday writ- 


Ay 


ing. °’31 N. Y., Ronald Press $2 
Homer 

Homeri llias; ed. by Thomas W. Allen; 
3v. 1262p. O ’31 N. Y., Oxford $21 
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Foster, H. H. 

Foster’s arithmetic drill service in addition; in- 
dividualized drill in number combinations. no p. 
obl. S c.’31 Lincoln, Neb. Univ. Pub. Co. 

pap., 24¢. 


Foster's arithmetic drill service in subtraction; 
individualized drill in number combinations. no p., 
obl. S c.’31 Lincoln, Neb. Univ. Pub. Co. 

pap., 24¢. 


Fraprie, Frank R., and Hammond, Arthur 
How to make enlargements; rev. and enl. 6p, 
diagrs. D (Practical photography, no. 5) ’31, c. 716, ’31 


Bost., Amer. Photographic Pub. Co. pap., 4oc. 
Glenn, Carl O. 

The air brake inspector’s handbook; 2nd ed. rev. 
and enl. 328p. il., diagrs. S [c.’24,’31] N. Y., 
Simmons-Boardman flex. fab., $3.50 


Grannis, Valleria Belt 
Dramatic parody in eighteenth century France. 
428p. (21p. bibl.) D (Pub’ns. of Inst. of French 
Studies) [c. ’31] N. Y. [Prof. G. L. von Roos- 
broeck, Philosophy Hall, Columbia Univ.] 

pap., $2.75 


Grover, Edwin Osgood, ed. 


Good cheer birthday book. no. p. T [e. '13-'31] 
Joliet, Ill., Volland bds., $1, bxd. 


Hanna, John A am 
The law of cooperative marketing associations. 
5390p. O ’31 N. Y., Ronald Press $7 


Herzberg, Max J., and Cemter, Stella S., chairmen 

Books for home reading; new ed. 11z2p. il. (pt. 
col.) O ’31 Chic., Nat’l. Council of Teachers ot 
English, 211 W. 68th St. pap., 20¢. 


Hetler, Rossleene, and others 

Vitamin-B and vitamin-G content of cereals. 44). 
(bibl.) il. diagrs. O (Agri. Exp. Sta. bull. 369) [31] 
{Urbana, I]1.] Univ. of III. pap. apply 


Heyward, Dorothy, and De Jagers, Dorothy 
Little girl blue; a romantic comedy in a prologue 
and three acts. 8op, diagrs. D (French’s internat’l 
copyrighted ed. no. 700) c.’31 N. Y., S. French 
pap. joc 


Hinkley, Ada Green 


The colonization of Ormond, Florida. rasp. il. . 


[c.’31] Ormond, Fla., Author 
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Hooker, Elizabeth R. 
Hinterlands of the church. 330p. (bibl. 
o n , 
footnotes) maps, diagrs. O [c.’31] ). ie 
Inst. of Social & Religious Research, 230 
Park Ave. . $2.50 
A study of the areas in the United States where 
the proportion of church members to population is 
exceptionally low, especially in the rural West. 


Hope, E. W. ; 
Health at the gateway. 227p. il. O ‘31 
N. Y., Macmillan $5 


Horne, Herman Harrell 
The essentials of leadership; and other pa- 
pers in moral and religious education. 136p. 
1) [c.’31] Nashville, Tenn., Cokesbury 
Press ; $1 
A discussion of the factors which make for leader- 
ship in morality, religion and education. 


Humphrey, Edward Frank 7 

An economic history of the United States. 
648p. (bibls.) il, maps (pt. col.), diagrs. O 
(Century historical ser.) [c.’31] N. Y., Cen- 
tury _. $3.75 

A history which explains our present conditions in 
terms of our growth and which deals with personali- 
ties and movements instead of statistics. 


Inouye, Junnosuke 


Problems of the Japanese Exchange, 1914- 
1926. 285p. O ’31 N. Y., Macmillan $4.25 


Jackson, Jacob Hugh, and others 
Bookkeeping and business knowledge; 2nd 

yr. course; rev. ed. 42ip. il. O [c.’31] 

[Bost.] Ginn $1.64 


Jones, Chester Lloyd 

Caribbean backgrounds and prospects. 362p. 
(21p. bibl.) front. (map) O c. N. Y.,, 
Appleton $4 

A survey of the economic and social factors govern- 
ing the development and prospects of the Caribbean 
countries. 
Katz, Daniel, and others 

Students’ attitudes; a report of the Syra- 


cuse University Reaction Study. 436p. (4p. 
bibl.) diagrs. O [c.’31] Syracuse, N. Y., 
Craftsman Press $3.50 


The results of an inquiry into what students think 
about various aspects of college life and education 
in general, which was undertaken at Syracuse Uni- 
versity. 

Kent, William 

London for everyman. 302p. (2p. bibl.) 
maps (col.) S [’31] N. Y., Dutton 1.50 

A companion to “Paris for Everyman” with all 


kinds of practical and historical information about 
London. 


Kyn ¥a Yu, 3. B,, ty. 
The tragedy of Ah Qui. 
Dial Press 


’ 


— 2 wa 
$2.50 


146p. 
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Leblanc, Maurice 
Man of miracles. 310p. D [ce.’31] N. Y., 
Macaulay $2 
How Baron Ellen-Rock, eccentric superman, solves 
three mysteries while discovering the secret of his 
own unknown past. 


Loomis, Roger Sherman, ed. 
Models for writing prose. 643p. Dc. 
N. Y., Richard R. Smith $2 


Examples of exposition, argument, description and 
narration for use in freshman composition classes. 


Ludovicus 

Ludovicus Vives; scenes of school and col- 
lege life in Latin dialogues; ed. by H. W. D. 
Rouse. 135p. D (Lingua Latina ser.) ’31 
N. Y., Oxford $1.50 


Macdonald, George Everett Hussey 
Fifty years of free thought; being the story 
of The Truth Seeker, with the natural history 
of its third editor; v. 2; foreword by Clarence 
Darrow. 675p. il. O c« N. Y.. Truth 
Seeker Co., 49 Vesey St. $4 
Covering the years 1891 to 1925. 
Macfarlane, Charles William 
Science and literature; ed. 
Selfridge Macfarlane. 257p. il. (pors.) O 
[c.’31] Phil., Penn $3.50 
The writings of the late C. W. Macfarlane, scholar, 
economist, and man of diverse interests and learning. 


by Kathleen 


Maciver, Robert Morrison 

The contribution of sociology to social work. 
118p. (4p. bibl.) D (N. Y. School of Social 
Work pub’ns) c. N. Y., Columbia Univ. 
Press $2 


MacTavish, Angus J., comp. 
Scotch, or, It’s smart to be thrifty; ed. by 
F. Gregory Hartswick. nop. il. T c. N. Y., 


[Simon & Schuster] bds., $1 

A book of Scotch jokes. A penny change from thie 
$1 price is returned to the buyer in the cover of 
the book. 


Mannin, Ethel Edith [Mrs. J. A. Porteous] 
Ragged banners; a novel with an index. 
318p. D c. N. Y., Knopf $2.50 
Telling of the brief life of Anthony Starridge, a 
young modern, “‘half-genius, half-faun.” 


Mary Eleanore. Sister [originally Katherine 
Mary Brosnahan] 


On the King’s Highway. 458p. il. O ec. 


N. Y., Appleton $3.50 
A history of the Catholic order, Sisters of the 
Holy Cross, who founded the famous St. Mary’s 


School for girls at Notre Dame, Indiana. 


Mendés, Catulle Abraham 
Lila and Colette. 1112p. D (Ardent clas- 
sics, no. 3) c. N. Y., Wm. Faro $1 





Homans, John 

A textbook of surgery; comp. from lectures of 
members of the Surgical Department of the Har- 
vard Medical School. r1gsp. il. O ’31 Springfield, 
Ill., C. C. Thomas $9 


Hosterman, W. H. 

_\ method of determining the volume and tonnage 
ot haystacks.  36p. (bibl. footnotes) il. diagrs. O 
(U. S. Dep’t of Agri., technical bull. no. 239) ’31 


Wash., D. C. Gov’t Pr. Off.; Sup’t of Doc.] 
pap. 10c. 
Jack and Nell [reader]. 4op. il. (col.) D ’31 Rich- 
mond, Va., Johnson Pub. Co, pap. 16c. 


McDougall, Walter Byron 

Plant ecology; 2nd ed. rev. 338p. (bibls.) il. 
diagrs. D ’31 Phil., Lea & Febiger $3 
Martin, Cora M. 

Bob and Baby Pony; ed. by 
32p. il. (col.) S (Real 
Scribner 


Mason, George A. 
Mason’s agonal assessments for Illinois; 5 v.; 
new ed. ic., Callaghan & Co. $45 


Patty Hill Smith. 
life readers) c.’31 N. Y., 
pap. 28c. 


Muntsch, Albert 
Conferences for religious communities; and ed. as7p. 
St. Louis, B. Herder $1.75 


O ’31 
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Mitchell, John Edwin 
Along the trail, and other poems. 80p. D 
31. Bellingham, Wash., Author, Lake What- 


com Blvd. $1.75 
Mooney, James David. and Reiley, Alan 
Campbell 


Onward industry! the principles of organi- 
zation and their significance to modern indus- 
try. s84p. O c. N. Y., Harper ; $6 

An historical review of human experience with large- 
scale organization is followed by a study of its rela 
tion to present industrial problems. 

Moss, Samuel David ee 

Modern history. 320p. maps D = (Self- 
teaching texts) [c.’31] N. Y., Academic B’k 
Co., 111 5th Ave. $1; pap., 80c. 


Mozley, J. K. eu 

The beginnings of Christian theology. 147p. 
D ’31 N. Y., Macmillan $2.25 
Muldavin, Albert 

The red fog lifts. 317p. D c« N. Y,, 
Appleton $2 

An American business man visits Soviet Russia, 
and tells, in this informal account, of his associa- 
tions with all types of people there and of economic 
conditions under the Five Year Plan, as he saw them. 
Newens, Frank R. 

The technique of colour photography. 116p. 
il. (pt. col.) diagrs. (pt. col.) D ’31 Bost., 
Amer. Photographic Pub. Co. $2 

The theory and methods of color photography fo 
the amateur, 

Newth, Jack Douglas 

Austria; il. by E. Harrison Compton. 217p. 
il. (col.) map O (Black’s new ser. of colour 
b’ks) ['31] [N. Y., Macmillan] 2.50 


Olivier, Edith 

Dwarf’s blood. 278p. D c. N. Y., Viking 
Press $2.50 

How a tiny child, born to a healthy couple, alieni- 
ated them and finally brought them together again. 
Paret, Jahial Parmly 

Methods and players of modern lawn ten- 
nis; 3rd ed. 334P. il. O (Lawn tennis lib. 
v. 4) 731 N. Y., Amer. Lawn Tennis, Inc., 
461 8th Ave. $4 


Pasley, Fred D. 

Al Capone; the biography of a self-made 
man. 355p. il. O (Star b’ks)  [c.’3o] 
Garden City. N. Y.,, Garden City Pub. Co. $1 


Peet, T. E. 

A comparative study of the literatures of 
Egypt, Palestine, and Mesopotamia; Egypt’s 
contribution to the literature of the ancient 
world. 143p. O (Schweich lectures, 1929) 
31 N. Y., Oxford $2.50 


The Publishers’ Weekly 


Pepys ballads (The); v. 5, 1689-1691, nos. 254- 
341; ed. by Hyder Edward Rollins. 353p. 
il. O ’31 Cambridge, Mass., Harvard $3.50 


Powel, Harford Willing Hare, jr. 
Oh glory! 306p. D [c.’31] Ind., Bobbs- 
Merrill $o 
A satire on modern publicity, in which a group 
of friends conceive the imaginary character of Har- 
vey J. Buck, in order to help a struggling young 
publicity man. ; 


Ragon, Hurley Lee 
Day by day; a nature study. 192p. D 
[c.31] Cedar Rapids, la., Torch Press $2 
Pictures of nature, month by month, through a 
year, 


Ranald, Josef 

Hands of destiny; your life’s fate in the 
lines of your palm. 1181p. il. D_ [ce.’31} 
N. Y., Greenberg ) 


. ¥~ 
The science of fortune telling from the hand and 
palm and its application to everyday life. 


Rawson, Marion Nicholl 
When antiques were young; a story of early 
American social customs. 281p. il. O [c.’31j 
N. Y., Dutton $s 
The author, an authority on early New England, 
has gathered original material from the experiences 
and recollections of old New England people. 


Rhys, Jean 
Aiter leaving Mr. Mackenzie. 227p. D c. 
N. Y., Knopf $2 


A picture of the slow descent of a woman with 
whom going from man to man had become a habit. 


Richmond, Mrs. Grace Louise Smith 
Red Pepper returns. 321p. D c. Garden 
City, N. Y., Doubleday, Doran $2 


Further adventures of the busy, energetic dactor, 
Red Pepper Burns. 


Rinehart, Mary Roberts [Mrs. Stanley Mar- 
shall Rinehart] 
The book of Tish. 1269p. D_ [c.’11-’26] 
N. Y., Farrar & Rinehart $2 
Containing ‘“‘Tish,’” “More Tish,” ‘“‘Tish Plays the 
Game” and “The Amazing Adventures of Letitia 
Carberry.” 


Robinson, William Josephus 
Love letters and letters about love. 87p. 
D ’31 N. Y., Eugenics Pub. Co. bds., $1 


Rosman, Alice Grant 
The sixth journey. 280p. D cc. N. Y., 
Minton, Balch $2 


The happiness of John Falconer and Hilary Revel 
depends upon the fate of Judy, Falconer’s unwanted 
and neglected daughter. 





Neff, Merlin L. . 
Faith of our fathers [religion]. 128p. il. D [’31] 
Takoma Park, D. C., Review & Herald pap. 25 ¢. 


Nevens, W. B. 

Feeding the dairy herd. sop. il. diagrs. O (Coll. of 
Agri. and Agri. Exp. Sta. circ. 372) [’31] [Urbana, 
Il.] Univ. of Ill. pap. apply 


O’Connell, Charles d; 
How to play handball . including official rules 
for play and diagrams of court construction. 1104p. 
il. S (Spalding’s ‘‘red cover” ser. of athletic hand- 
b’ks no. 114R) [c.’31] N. Y., Amer. Sports Pub. 
Co. pap. 25¢c. 


Potter, Samuel Otway Lewis 
Therapeutics, materia medica and pharmacy; 15th 
ed. rev. by R. J. E. Scott. 1012p. O [c.’31] Phil. 
Blakiston’s $8.50 
Pullias, C. M., ed. ae 
Greater Christian hymns; a collection of spiritual! 
songs and hymns for all occasions of Christian_work 
and worship. no p. Oc. Nashville, Tenn., Gospe! 
Advocate Co. 50 ¢. 
Retail newspaper advertising; eleven lectures spon- 
sored by the advertising department of the New 
York Times. 63p. il. diagr. Q (Ad. dep’t ser. no. 52) 
{c.’31] [N. Y¥.] N. Y. Times Advertising Dep't 
pap. 25¢ 
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Roth, Samuel 

Lady Chatterley’s lover; a dramatization 
of his version of D. H. Laurence’s novel. 170p. 
1) (Ardent classics, no. 2) c. N. Y., Wm. 


Faro $1 
Rubinow, Isaac Max, ed. 

The care of the aged; proceedings of the 
Deutsch Foundation conference, 1930. 157p. 
() (Social service monographs, no. 14) [c.’31] 


Chic., Univ. of Chic. Press 32 
Problems, and suggestions for their solution, in 
regard to the aged unemployed. 


Sabatini, Rafael 
Stories of love, intrigue and battle. 946p. 
[) °31,c.’21,’22 Bost., Houghton $2.50 
This volume contains ‘‘Captain Blood,” ‘“Scara- 
mouche,” and two shorter novels—‘The Urbinian” 


and “The Perugian.” 


Sacher-Masoch, Lepold von 
Venus and Adonis. 187p. D (Ardent clas- 


sics) [n.d.] [N. Y., Wm. Faro] $1 
Venus in furs; tr. by Alan Durst. t199p. D 
(Ardent classics, no. 1) c. N. Y., Wm. 


aro $1 
Sandburg, Carl 


Abe Lincoln grows up; ed. by Max J. Herz- 
berg. 196p. il. D ’31 N.Y., Harcourt = $1 


Saunders, Lawrence 
The columnist murder. 
N. Y., Farrar & Rinehart 


Tommy Twitchell, who ran a gossip column on the 
New York Blade, was murdered and the police be- 
lieve that the decisive clue lies in his “thot news” 
column. 


Schmidt, W. 
The origin and growth of religion; facts 
and theories. 302p. ’31 N. Y., Dial Press $5 


Schoch, William 

Grammar essentials; correct English and 
why. 146p. D ’31 Chic., Follett Pub. Co., 
1255 S. Wabash Ave. $1.06 


Scudder, Vida Dutton 

Brother John; a tale of the first Francis- 
cans. 346p. O [c.’27] N. Y., Dutton $2.50 

Formerly published by Little, Brown & Co. 
Shakespeare, William 

Richard II: As you like it: Othello: Antony 
and Cleopatra; ed. by Oscar James Camp- 
hell; bk. 3. 532p. S  [c.’31] N. Y., Scrib- 
ner $1 

Four types of Shakespeare’s work for use in intro- 
ductory college English courses. 


277p. D_ [c.’31] 
$2 
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Spaull, Hebe 
Pioneering for peace. fe: "337 
N. Y., Macmillan $1.50 


Stories about the work of the League of Nations, 
mostly in primitive countries. 


Stevenson, Arthur L. 


16op. il. D 


The story of southern hymnology. Igip. 
(bibl. footnotes) D_ c.’31 Salem, Va., 
Author $1.50 

Its history and present trends, 

Strong, Leonard Alfred George 

The garden; a novel. 351p. D c. N. Y., 

Knopf $2.50 


A joyous novel of Irish family life on the Dublin 
seacoast, thirty years ago. 


Taylor, Archer 

“Edward” and “Sven 1 Rosengard”’:; a 
study in the dissemination of a ballad. 121p. 
(bibl. footnotes) O [c.’31] Chic., Univ. of 
Chic. Press bds., $2.50 

A detailed analysis of the English ballad, ‘‘Edward” 
and its Scandinavian parallel, demonstrating a special 
method of investigating the ballad. 


Taylor, J. G. 

Some new light on the later life and last 
resting place of Benedict Arnold and his wife, 
Margaret Shippen [lim. ed.]. 68p. il., diagrs. 
Q ’31 Tarrytown, N. Y., Wm. Abbatt $5 


Thomas, Lowell Jackson 

The Sea Devil’s fo’c’sle. 311p. il. O 
(Star b’ks) O [c.’29] Garden City, N. Y., 
Garden City Pub. Co. $1 


Upton, Nicholas 

The essential portions of Nicholas Upton’s 
De studio militari, before 1446; tr. by John 
Blount; ed. by F. P. Barnard. 80p. O 731 


“ 


N. Y., Oxford $2.25 
Vosper, Frank 

Lucky dip; a comedy in three acts. 7op. 
diagr. O (French’s acting ed. no. 2088) 
c."3t N. ¥, S.. French pap., 75. 


Waples, Douglas, and Tyler, Ralph Winfred 

What people want to read about; a study 
of group interests and a survey of problems 
in adult reading. 342p. (bibl. footnotes) 
diagrs. O [c.’31] Chic., Amer. Lib. Ass’n. 
and Univ. of Chic. Press $3.50 

The results of a survey made of the preferences of 
more than roo groups, ranging from telephone opera 
tors to business executives. 





Roulin, E. A. 


Vestments and vesture; a manual of liturgical 
art; tr. by Dom Justin McCann. 3323p. il. O ’31 
St. Louis, B. Herder $6.50 
Seward, Coy Avon 

Metal plate lithography. 2p. il. Q ’31 N. Y., 
Pencil Points Press $3.50 
Smith, Laurence Lowe 

Magnetite deposits of French Creek, Pa.  5g3p. il. 
O °3: Harrisburg, Pa., Dep’t of Property & Sup- 
plies pap. 25 ¢. 


Stiegele, Rev. Paul 

Retreat matter for priests; tr. by Rev. C. F. Key- 
ser; ed. by Arthur Preuss; 2nd ed. 418p. O ’31 St. 
Louis, B. Herder $2.50 


Taylor, Paul S. 
Mexican labor in the United States [v. 7], Bethle- 
hem, Pa. 33p. Q (Univ. of Cal. pub’ns in economics, 


Berkeley, Cal., Univ. of Cal. Press 
pap. 30¢. 

Twenty-first annual report of the Boy Scouts of 
America, 1930. 3098p. diagrs. O (71st Congress, 3rd 
session; House doc. no. 794) ’31 Wash., D. ag 
Gov’t Pr. Off.; Sup’t of Doc. pap. 4oc. 


Van den Broek, J. A. 
Elastic energy theory. 


v. 7, no. 1) ’31 


N. Y., Wiley 
$4.50 


260p. O "31 


Wade, E. C. S., and Phillips, G. Godfrey 
Constitutional law; an outline of the law and 
practice of the Constitution, including English local 
government, the constitutional relations of the Brit- 
ish Empire and the Church of England. 498p. (bibl. 
footnotes) O ’31 N. Y., Longmans $8 


Yerushalmy, Jacob 
Construction of pencils of equianharmonie cubics. 
16p. O ’31 Balt., Johns Hopkins Press pap. 16¢c. 
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Warfield, Benjamin B. 
Calvin and Calvinism. 428p. O (Col- 
lected works, v. 5) ‘31 N. Y., Oxford $3 


Wheeler, John 

A treatise of commerce; ed. by George 
Burton Hotchkiss. 4905p. (4p. bibl.) O 
(N. Y. U. centennial ser.) c N. Y., N. Y. 
Univ. Press $5; de luxe ed., $10 


An Elizabethan business book reproduced in fac- 
simile and in a modern edition. 


The Publishers’ Weekly 


Wodell, Frederick William 

Choir and chorus conducting; a treatise on 
the organization, management, training and 
conducting of choirs; rev. and enl. ed. 260p. 
(11p. bibl.) diagrs. D_ [c.’o1-’31] Phil. 
Theo. Presser Co., 1712 Chestnut St. $2.2: 
Wood, Clement 

Dreams; their meaning and practical appli- 
cation. 293p. D_ [c.’31} N. Y., Green- 
berg $2 


Title Index to The Weekly Record 


Does not include the material listed in smaller type 


After leaving Mr. Mackenzie. Rhys, J. $2 

Knopf 

Air weapon, The. Gamble, C. F. $4.50 Oxford 

Along the trail. $1.75 J. E. Mitchell 
Arrowrock. Bowman, E. W. $3; $10 

Caxton Printers 

Austria. Newth, J. D. $2.50 Macmillan 

Ave Maria readers; bk. 3. Barrett, J. I. 88c. 

Amer. Bk. 

Beginnings of Christian theology, The. Moz- 


ley, J. K. $2.25 Macmillan 

Berkeley Square. Balderston, J. L. 75¢c. 
S. French 

Book of the microscope, The. Beavis, G. 
Lippincott 


$2.50 
Book of Tish, The. Rinehart, M. R. $2 
Farrar & Rinehart 
Bookkeeping and business knowledge; 2nd yr. 
Jackson, J. H. $1.64 Ginn 
Brother John. Scudder, V. D. $2.50 Dutton 
Calvin and Calvinism. Warfield, B. B. $3 
Oxford 
Canyon shadows. Archer, L. E. $3 
Times-Mirror Press 
Capone (Al). Pasley, F. D. $1 
Garden City Pub. Co. 
Care of the aged, The. Rubinow, I. M. $2 
Univ. of Chic. Press 
Caribbean backgrounds and prospects. Jones, 
CL. $ Appleton 
Chance of a lifetime, The. Hill, G. L. $2 
Lippincott 
Choir and chorus conducting. Wodell, F. W. 
$2.25 Theo. Presser Co. 
Columnist murder, The. Saunders, L. $2 
Farrar & Rinehart 
Comparative study of the literature of Egypt, 
Palestine and Mesopotamia. Peet, T. FE. 
$2.50 Oxford 
Contribution of sociology to social work, The. 
Maciver, R. M. $2 Columbia Univ. Press 
Conquest of the Atlantic by air, The. Dixon, 
C. $2.50 Lippincott 
Cross word puzzle book, The, 2oth ser. 
Buranelli, P. $1.35 Simon & Schuster 
Day by day. Ragon, H. L. $2 Torch Press 
Department store accounting. Eggleston, D. 
C. $7.50 Greenberg 
Deportation of aliens from the United States 
to Europe. Clark, J. P. $5 
Columbia Univ. Press 


Dining in Chicago. Drury, J. $2.50 John Day 
Dissatisfied worker, The. Fisher, V. E. $2 
Macmillan 
Dreams. Wood, C. $2 Greenberg 
Dwarf’s blood. Olivier, E. $2.50 Viking Press 
Economic history of the United States, An. 
. Humphrey, E. F. $3.75 Century 
‘Edward” and “Sven i Rosengard.” Taylor, A. 
$2.50 Univ. of Chic. Press 
Essential portions of Nicholas Upton’s De 
studio militari. Upton, N. $2.25 O-xford 
Essentials of contract bridge. Hillson, N. J. 


$1 Wetzel Pub. Co. 
Essentials of leadership, The. Horne, H. H 
$1 Cokesbury Press 


Fifty years of freethought, v. 2. Macdonald, 
GE. Se Truth Seeker Co. 
Foundations of science. Bowden, G. A. $1.68 
Blakiston's 
Garden, The. Strong, L. A. G. $2.50 Knopf 
Garnered sheaves. Frazer, J. G. $7.50 
Macmillan 
Grammar essentials. Schoch, W. $1.06 
Follett Pub. Co 
Hands of destiny. Ranald, J. $2 Greenberg 
Health at the gateway. Hope, E. W. $5 
Macmillan 
Hinterlands of the church. Hooker, E. R 
$2.50 Inst. of Social & Religious Research 
History of Milwaukee, Wisconsin; 4 v. 
Gregory, J. G. $40 S. J. Clarke Pub. Co. 


History of peace, The. Beales, A. C. $4 


Dial Press 
History of the British Empire. Higham, C. S. 
1.75 Longmans 
Holy ee according to St. Luke, The. Bible 
$1.7 J. Murphy 
Header! Ilias. Homer. $21 Oxford 
Hungarian folk music. Bartok, B. $8.75 
Oxford 
In the story world. Harrison, E. $1.50 
M. Bradley 


Introduction to research in American history. 


Hockett, H. C. $2 Macmillan 
Italian lakes, The. Bagot, R. $2.50 
Macmillan 


Kennedy (John Pendleton). Gwathmey, E. 
M. $2.50 Nelson 
Lady Chatterley’s lover; a dramatization 
Roth, S. $1 Wm, Faro 
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Lila and Colette. Mendes, C. A. $1 


Wm. Faro 

Lincoln (Abe) grows up. Sandburg, C. $1 
Harcourt 

London for everyman. Kent, W. $1.50 

Dutton 
Leve letters and letters about love. Robinson, 
W. J. $1 Eugenics Pub. Co. 
Lucky dip. Vosper, F. 75¢c. S. French 


Ludovicus Vives. Ludovicus. $1.50 Oxford 
Man of miracles. Leblanc, M. $2 Macaulay 
Mariners of Brittany. Anson, P. F. $3.75 


Dutton 
Marxian theory of the state, The. Chang, S 
$2.50 John Spencer, Inc. 


Mediterranean cruise of the U.S.S. Chester. 
Beach, S. W. $3 Printcraft Press 
Memories of the World War. Alexander, R. 
$4 Macmillan 
Messiah Jesus and John the Baptist, The. 
Eisler, R. $10 Dial Press 
Metalwork. Armytage, G. J. $3.50 Oxford 
Methods and players of modern lawn tennis. 
Paret, J. P. $4 Amer. Lawn Tennis, Inc. 
Models for writing prose. Loomis, R. S. $2 
Richard Smith 
Modern history. Moss, S. D. $1; 
Academic os Co. 
Mondays at nine. Brooks, P. $1.50 
Mamata Lampoon 
Murder at Wrides Park, The. Fletcher, J. S. 
2 . Knopf 
Night in the hotel. Crawshay-Williams, E. $2 
Liveright 
Oh glory! Powel, H. W. $2 Bobbs-Merrill 
On the King’s Highway. Mary Eleanore, S. 
$3.50 Appleton 
Onward industry! Mooney, J. D. $6 Harper 
Open windows. Entwistle, M. 75¢c.; 50c. 
M. H. Leavis 
Origin and growth of religion, The. Schmidt, 
. Dial Press 
Pavement lady. Brener, M. $2 Macaulay 
Pentateuch and Haftorahs, The. Bible. $3 


Oxford 
Pepys ballads, The; v.5. $3.50 Harvard 
Personals. DeLamater, E. $2 
: Farrar & Rinehart 
Pioneering for peace. Spaull, H. $1.50 
Macmillan 


Plain English. Hodnett, E. $2 Ronald Press 
Poems of Catullus, The. $5  Covici-Friede 
Post-graduate cross word puzzle book, The, 
ser. 2, Buranelli, P. $1.90 
Simon & Schuster 
Practical stock market forecasting. Dunni- 
gan, W. $2.50 Financial Pub. Co. 
Problems - the Japanese Exchange. Inouye, 


Macmillan 
Psalms, The. Bible. $2.50 Macmillan 
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Ra Tau. DePury, G. C. $250 Dial Press 
Ragged banners. Mannin, E. E. $2.50 Knopf 
Red fog lifts, The. Muldavin, A. $2 
Appleton 
Ked Pepper returns. Richmond, G. L. $2 
Doubleday, Doran 
Science and literature. Macfarlane, C. W. 
$3.50 Penn 
Scotch. MacTavish, A. J. $1 
Simon & Schuster 
Sea Devil’s fo’c’sle, The. Thomas, L. J. $1 
Garden City Pub. Co. 
Second book of pattern design, A. Higgins, 
W. 75¢. Macmillan 
Shakespeare, bk. 3. $1 Scribner 
Shakespeare’s economics. Farnam, H. W. 
$2.50 Yale 
Since Calvary. Browne, L. $3.50 Macmillan 
Sixth journey, The, Rosman, A. G. $2 
Minton, Balch 
Social welfare and professional education. Ab- 
bott, E. $2 Univ. of Chic. Press 
Some new light on the later life and last 
resting place of Benedict Arnold. Taylor, 
G. Wm. Abbatt 
Stories of love, intrigue and battle. Sabatini, 
R. $2.50 Houghton 
Story of southern hymnology, The. $1.50 
Arthur L. Stevenson 
Students’ attitudes. Katz, D. $3.50 
.Craftsman Press 
Swimming scientifically taught. Dalton, F. E. 
$1.75 Funk & Wagnalls 
Technique of colour photography, The. New- 
ens, F. R. $2 Amer. Photographic Pub. Co. 
Tragedy of Ah Qui, The. Kyn Yn Yu, J. B. 
$2.50 Dial Press 
Treatise of commerce, A. Wheeler, J. $6; 
$10 N. Y. Univ. Press 
Unemployment insurance in Great Britain. 
Gilson, M. B 
Industrial Relations Counselors 
Venus and Adonis. Sacher-Masoch, L. $1 
Wm. Faro 
Venus in furs. Sacher-Masoch, L. $1 
Wm. Faro 
Verse of the new west. Grissom, I. W. $2.25; 
$5 Caxton Printers 
Way of the sceptic, The. Graham, J. E. $3 
Dial Press 
What people want to read about. Waples, D. 
$3.50 Univ. of Chic. Press 
When antiques were young. Rawson, M. N. 
5 Dutton 
Wild flowers of the Alleghanies. $4.50 
Joseph E. Harned 
Wings over the world. French, J. L. $1 
McLoughlin Bros. 
Wit and humor of bench and bar. Brown, M. 
$3.50 Geo. T. Bisel Co. 
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( Old and Rare Books 


\ 


N a foreword to a recent catalog pub- 

lished by Elkin Mathews, Ltd. the 

cataloger says: “Our own firm con- 
viction is that the soundest basis on which 
a collection of books can be formed is per- 
sonal taste. Self government is better than 
good government by others, and a collector 
should have the courage of his own con- 
victions.” ‘This seems good advice, and 
collectors would be better satisfied if they 
followed such a course. An interesting in- 
stance of a would-be collector who fol- 
lowed an entirely different method recently 
came to our attention. ‘The collector gave 
his bookseller a list of about 250 English 
and American authors, mostly living, with 
instructions to make complete collections 
of each author, to add others which in the 
judgment of the bookseller were worth- 
while, to get uncut and unopened copies 
where possible, and to save the dust wrap- 
pers where they were obtainable. Frequent 
deliveries of bundles and cases were made 
until a large room over a garage was filled 
and then the overflow filled a garret. This 
“discriminating” collector, who had stipu- 
lated “uncut copies, unopened, with dust 
wrappers” met financial reverses and de- 
cided to realize on his valuable collection 
of first editions. A bookseller was called 
in and offered him fifty cents a volume for 
the entire collection of nearly 4,000 vol- 
umes. It is needless to say that this collec- 
tor was greatly disappointed at the offer, 
for it represented a loss where he had ex- 
pected a profit. There has been consid- 
erable collecting of this sort in recent years 
and the time is near at hand when there 
will be a great disillusionment among col- 
They will learn 





lectors of this class. 


several things, that this is not the way to 
enjoy collecting, that worth-while cellec- 
tions are seldom made by proxy, and that 
it is a sure way to lose money. 








Frederick M. Hopkins — 


GNORANCE has been responsible fo: 

the destruction of many of the world’s 
literary treasures. ‘The latest instance js 
reported from Shanghai, China. About 
two-thirds of the Buddhist canons were 
destroyed at Laichow, eastern Shantung 
Province, recently by order of local of- 
ficials, ignorant of the value of the books. 
The collection was housed in an ancient 
temple which the authorities had decided 
to use as a normal school building. The 
Shantung Provincial Department of Edu- 
cation learned of the bonfire before more 
than two-thirds of the volumes had been 
burned, and managed to save the remainde1 
of the collection. ‘The loss to Buddhist 
culture was particularly serious as there is 
not a complete set of the canons in China. 
‘The destroyed collection was not complete 
but one of the largest known. In the days 
of the Peking government, when General 
Chang Chunchang was in control of the 
Shantung Province, Japanese collectors are 
reported to have offered $500,000 in 
Chinese money (about $100,000 in gold at 
present exchange rates) for the burned 
collection of Buddhist manuscripts. 


UTGERS UNIVERSITY _ library 

has recently received one of the six 
existing hand-colored photographic _repro- 
ductions of the entire original vellum 
manuscript of the Geography of Claudius 
Ptolemy, the gift of Dr. Edward L. 
Stevenson of Yonkers, N. Y., formerly pro- 
fessor of history at Rutgers and now editor 
of the Hispanic Society of America. ‘This 
valuable gift, which is number four of the 
six copies, is in two large volumes and is 
bound to resemble the original manuscript 
atlas now in the Bibliotica Laurentiana 
Medico, at Florence, Italy. In making the 
gift Dr. Stevenson explained that a Ptole- 
my manuscript dating from the second 
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century A.D., when Ptolemy lived, is not 
known to exist. During the Renaissance 
period, in the fifteenth century, the best 
copies of his work were made, including the 
one from which the present reproductions 


were made, 


T was only a few months ago that 

Italian and German booksellers were 
complaining of the loss of rare books and 
manuscripts. “Then came evidence that 
similar losses were taking place in this 
country. In a special cable to the New 
York Times, a priceless collection of about 
seventy Dickens letters, which were housed 
at the headquarters of the Dickens’ Fellow- 
ship, in Doughty Street, London, is re- 
ported to be either lost or stolen. Conti- 
dential inquiries have been made in several 
countries without success. The letters were 
stored in the archieves of the fellowship 
and produced only on rare occasions for 
the inspection of distinguished visitors. A 
number of letters from famous contem- 
poraries of Dickens are also reported as 
having disappeared. 


ROFESSOR JOSEPH QUINCY 

ADAMS, professor of English at 
Cornell University since 1919, has been 
appointed director of research of the Folger 
Shakespeare Memorial Library, in Wash- 
ington, by the Amherst College Board of 
Directors. William A. Slade, of the Li- 
brary of Congress, has been appointed libra- 
rian. The collection of Henry Clay Folger, 
who died a year ago in this city, which 
constitutes this special library, comprises 
the most extensive collection in the world 
of the first and rare editions of Shakespeare 
and books relating to him, some 25,000 
volumes in all. It has an endowment of 
510,000,000 for its maintenance. The col- 
lection will soon be ready for the special 
student, at home and from abroad. 


HE current catalog (No. 37) of 

L Elkin Mathews Ltd. of London, com- 
prising “rare books in English literature, 
with selections devoted to all periods from 
the seventeenth to the twentieth centuries,” 
is an interesting issue. It is an octavo, 
contains 141 pages, and 1334 items, mainly 
first editions. Some months ago this firm 
announced that it had decided upon a 


complete revaluation of all our books” 
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and this catalog shows that there has been 
a pretty thorough downward revision of 
prices. But the revision has been made 
with great discrimination showing where 
this well-known bookseller has decided 
readjustments are necessary. 


N connection with the 300th anniversary 
of the establishment of Massachusetts 

as a self-governing commonwealth, the New 
York Public Library has placed on display 
in its main exhibition room an interesting 
selection of rare books, pamphlets and other 
material from its collection of Americana. 
‘The purpose of the special display has been 
to present some of the original sources for 
the history of the Massachusetts Bay 
Colony. With perhaps a half dozen excep- 
tions, all of the books and pamphlets in the 
exhibit were printed before 1800, and 
nearly three-quarters of them before 1650. 


HE announcement of the forthcoming 

publication of a dictionary of the 
standard Norwegian language, the first of 
its kind, comes from Oslo, Norway. ‘The 
compilation was started in September of 
last year, and will be complete in about 
four years. It will contain some 150,000 
primitives, besides derivitives, also giving 
comparisons with other languages. ‘The 
work was started by the Standard Lan- 
guage Defense League, and many promi- 
nent names are included in the undertak- 
ing. The demand for it has been very 
keenly felt in recent decades, and it will be 
of great benefit to literary and scientific 
circles of Norway. 


Auction Calendar 


Thursday morning and afternoon, July 2, at 10 and 


2 oclock. Library sets, first edtions, color plate 
and illustrated books, the West, Indians, sport, 
Remington and sporting prints, Louisiana, Amer! 
cana. The Walpole Galleries, 13 West 48th St., 


New York City. 
Catalogs Received 


American first editions. including a few others. (No. 
313; Items 220.) Shepard Book Co., 408 South 
State St., Salt Lake City, Utah. 

Americana, including a special collection of Lin- 
colniana.. (No. 89; Items 481.) Dauber & Pine 
Bookshops, Inc., 66 Fifth Ave., New York City. 
An extensive collection of modern first editions. 


(No. 19; Items 1566.) Bertram Rota, 76a Davies 
St.. London, W. 1, England. 
Autographs.. (List T; Items 485.) Goodspeed’s, 7 


Ashburton’ Place, Boston, Mass. 
Autographs, books and pamphlets. (No. 109; Items 
83.) The Union Square Book Shop, 30 East 14th 
St., New York City. 
Books on philosophy. (No. 458; Items 917.) Bowes 
& Bowes, 1 Trinity St., Cambridge, England. 
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The Weekly Book Exchange 


The Publishers’ Weekly 








I 


How to use “Books Wanted” and ‘For Sale’”’ 


‘TERMS: Under “Books Wanted” (a service 

for booktrade only) 15c. a line to subscribers, 
no charge for address; to non-subscribers, 20c. 
a line, charge for address. 

Under “Books for Sale” (not restricted) 15c. 
a line to subscribers, 20c. to non-subscribers. 
All other classifications 20c. a line. Bills ren- 
dered monthly. 


Write plainly on one side of paper. The 
Weekly is not responsible for typographical errors. 
Illegible “wants” ignored. Each title must begin 


on a separate line except grouped titles by one 
author. Objectionable books excluded when noted. 
If books wanted were originally published in a 
foreign language, state whether original or trans- 
lation is desired. 

In answering state edition, condition and 
price including transportation. 

Give your name and address. 

Credit responsibility of advertisers is not 
guaranteed but space in the columns wil! |, 
denied to dealers who misuse it. 








BOOKS WANTED 


ApBey Bx. SHop, Box 144, LORAIN, OHIO 
Atrocities, Massacres, Torture, Martyrdoms, etc. 











AMERICAN BapPtT. Pus’n Soc., 1107 McGEE St., 
Kansas City, Mo. 


Ecce Homo (Behold the Man). Gordon. Men- 


tion condition. 
The Ten Commandments. G. A. Studdart Ken- 


nedy. 





AMER. BioLocicaL Soc., HOBOKEN, N. J. 
Sword and Womankind. 





AMERICAN Bk. Co., att. A. A. J., 88 LEXINGTON 
AVE., NEw YorRK 


Sacred and Legendary Art. 





ARCHWAY BK. SToRE, 47 N. 9TH ST., PHILA. 


Sachse Pietists, 1 vol.; Sectarians, 2 vols. 
Carlyle Anthology. 





Assoc. STUDENTS STORE, BK. DEPT., BERKELEY, 


CaL, 
Poetica Erotica. Vol. 3 only. 
Poetica Erotica. 2 vol. ed. 


Hamerton. Etching and Etchers. 

Gold Hunters in Australia. 

O’Gorman. History of the Catholic Church. 
Phillips. Natural History of the Ducks. 4 vols. 
My Deceased Wife’s Sister. Stockton. 

The Million Pound Note. Mark Twain. 

History of the Civil War. Wise. 

The End of an Era. Wise. 


Laurie. Rise and Early Constitution of the Uni- 
versities. 1912. Appleton. 
Dickson. History of the Theory of Numbers. 


Carnegie Institution. Vol. 1—Divisibility ; 
Vol. 2—Diophantine Analysis. 
Sheffield. Grammar and Thinking. Putnam. 1912. 





AuGusTANA Bx. CONCERN, Rock ISLAND, ILL, 


Wm. Redding. Our Near Future. 
J. A. Froude. Thomas Carlyle. 


AuRAND’s Book STORE, HARRISBURG, Pa. 
Egle. Notes and Queries of Pa. 
Futhey & Cope. History of Chester Co., Pa. 
Hazard’s Weekly Register of Pa. 
Whitney. Reds in America. 


J. Baer & Co., FrRaNKFurT A. M., Hocustr. 6 

Digest of Supreme Court Decisions Interpret. 
the Nat. Prohibition Act and Willis-Camp- 
bell Act. 1927. 

Political Science Quarterly. Vol. 34, 1919 index 
only; vol. 36, 1921, part 2 with index or 
complete vol. 





BaKER’S GREAT B’KSHOP, 14-16 JOHN BRiGuHrt Sr., 
BIRMINGHAM, ENG. 
Catalogue of the Minnemacher Firearms Collec- 
tion. 2 vols. 1928. 
Catalogue for the Firearm Collection by L. D 
Sattelee. 
Catalogue of Francis Bannerman’s Sons. 


Firearms in American History. 3 vols. 
American Rifle. Col. Whelen. 
Modern American Rifle. A. G. Gould. 


Rifles and Rifle Shooting. 


G. A. BAKER & Co., 247 PArK AVE., NEw York 
Darwin. Origin of Species. New ed. Appleton. 
186 


The Return of Alexander. 

Stout, Wm. Autobiography of a Quaker. 1851. 

Southworth. 101 Mexican Dishes. Elder. 

Grant, Maria M. The Sun Maid. 

Chambers, R. W. Red Wing. 

Bidwell. Forging His Chains. 

Cooper. Miles Wallingford; Heidenmauer. Town- 
send & Co. 

Riedesel, Mme. Letters and Journals. Munsell. 
1867. 





BaLLt & WILDE Booxsuop, 80 Broap, NEw Yok 


Chandler. Cult of the Passing Moment. 
Clements. Gypsy of the Horn. H. M. 
Clifford, H. Anything. 

Coll. Stories of Shipping Board Supercargo. 
Ferguson. New Bk. of Revelations. Doubleday. 


Manuel Yacht Arch. and Boat Bldg. Dixon 
Kemps. 11th ed. 1910. 
Millay. Renascence. Ist. 


Nichol. Garden of Nuts. 
Pierce, F. C. Descendants of John Whitney. 
189 


Recetas. Essay on Bases of the Mystical Knowl- 
edge. Eng. trans. London. 1899. 

Ruysbroeck. Book of the Twelve Beguines. 

Spear. Liason. Doubleday. 1914. 

Waitz. Anthropology. 


W. BALLANTYNE, 1421 F St. N.W., Wasu., D.C. 


Cabanis. Essays on the Certainty of Medicine. 
Wei, Wenpin. The Currency Problem in China. 
Columbia Univ. Press. 
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Books Wanted—Continued 


RaRNES & NOBLE, 76 FIFTH AVE., NEw YorK 


Anderson. Handbook for the Diplomatic Hist. 
of Europe, Asia and Africa. 1870-1914. 
Branderburg, E. From Bismarck to the World 
War. 

tullard, A. Diplomacy of the Great War. 

Corwin. French Influence. 

Dunning. Essays on the Civil War and Recon- 
struction and related topics. 

Gardner. Hist. of Jamaica from Discovery. C. 
Columbus to year 1872. 

Mr. Punch’s Hist. of Great War. Stokes. 


Lajpat. England’s Debt to India. 
Mcllwain. High Court of Parliament and Its 
Supremacy. 


Maspero, Sir G. C. Passing of Empires, 850 B.C. 
to 330 B.C. 

Taylor. Origin and Growth of Eng. Construction. 

MacKenzie. Man of Feeling. 

Poole. The Village. 

3enn. Hist. of Eng. Rationalism in 19th Cen- 
tury. Long. 

Blauvelt. Dev. of Cabinet Govt. in England. 
Mac. 

Raemaekers. Raemaekers’ Cartoon Hist. of War. 
Cent. 

Renouvin. Immediate Origins of the War. Yale. 

Schmitt. England and Germany, 1740-1914. 

Spanish Explorers in the Southern U. S., 1528- 
1543; Narrative of Alvar Nunez Cabeca de 
Vaca, Sc. 

Spiller. Amer. in Eng. during First Half Cen- 
tury of Independence. 


Webster. Congress of Vienna. 1814-15. Ox. 


A. S. Barnes & Co., 67 W. 44TH Srt., N. Y. 
Ray Palmer. Poetical Works. «Barnes. 


Jack BarNeEtTT, 41 Store St., Lonpon, W.C.1., 


ENGLAND 
A. L. S. & M. S. S. Edward Jenner; David 
Livingstone; Henry M. Stanley; General C. 
G. Gordon; Florence Nightingale; Pasteur; 
Kitchener; Lord Lister. 
Cable reports of any exceptional items. 
Immediate cash paid. 


Beacon Bx. Suop, 43 E. 45tn St., NEw York 
Churchward. Lost Continent of Mu. 





A. A, BeaucHamp, 603 Boyitston St., Boston 
Abbott. The Indiscrete Letter. 





ENNETT Bk, Stuptos, 240 W. 23rp, NEw York 


All outstanding American literary (poetry and 
prose) dramatic and sporting first eds., in- 
cluding 17th and 18th century American Ists 
of English classics. Any American book be- 
fore 1700. Original bindings essential after 
1831. Among others: Alcott—Little Women. 
1868; Aunt Joe’s Scrap Bag, pt. 3, blue cloth 
only. 1874. 

Balloon Almanack for 1786. 1785. 

Baum. Wizard of Oz. Chicago. 1900. 

Bellamy. Looking Backwards. 1888. 

Bierce. Soldiers and Civilians. 1891. 

Blair. Grave. Boston. 1772. 

Bowditch. Navigator. Newburyport. 1802. 

Brackenridge. Modefn Chivalry. Pt. 3, Pitts., 
(1713) 1793; Pt. 4, Phil., 1797. 

Brown. Alcuin, 1797; Arthur Mervyn, Pt. 2, 
N. Y., 1800; Edgar Huntley, 1801; Clara 
Howard, 1801. 

Bryant. Poems. 1821. 


Carman. Low Tide in Grand Pre. 1893. 
Cooper. Precaution. Vol. 1 only, boards, 1820; 
Spy. Tall copy, 1821, 2 vols. or vol, 1 only 
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BENNETT BK. Stup10os—Continued 


(not vol. 2 alone), 1821. Submit even de- 
fectives with complete title pages; Pilot. 
1223. Boards only; Pioneer. 1823. Boards 
only; Prairie. 1827. Boards only. 

Cox. Brownies Around the World. Ist. n.d. 

Crane. Red Badge. 1895. 

Dodge. Hans Brinker. 1866. 

Dreiser. Sister Carrie. 1900. 

Ford. Hon. Peter Sterling. 1894. 

Coldsmith. Deserted Village. Phil. 1771. 

Harris. ‘Tc ld by Uncle Remus. 1905. 

Harte. Miriam Coffin. 1834. 

Iiarce, Bret. Outcropping. 1866. No ornament 
p. :62. 

Hoffman. Greyslaer. 1840. 

Holmes. Over Teacups, 1891. Adv. opp. title 
must jist only ten vols. in Breakfast Table 
SE1iES. 

Hopkinson. Pretty Story by Peter Grievous. 1774. 

Ingraham. Prince of House of David. 1855. 

Irving. Salmagundi. 20 pts. in wrappers. 1807- 
1808, or 2 vols., 1808; Tales of Traveller. 
4 pts. in wraps. 1824. 

Kahler, Otis. Toby Tyler. 1881. 

Lamb. Mr. H. Phil. 1813. 

London. Cruise of Dazzler. 1902. 

Longfellow. Outre Mer. Pt. 2, 1834, wrappers 
or cloth; Ballads. 1842. Small “t” in 
“teacher,” last line, p. 88. 

Longstreet. Georgia Scenes. Augusta. 1835. 

Lowell. Class Poem, 1838; Fable for Critics, 
1848. p. 62 wrongly numbered. 

Poetical Works. Phil. 1777. 

Neal. Randolph. 1823. 

Paulding. John Bull and Bro. JJonathan. 1812. 

Payne. Clarie, 1823. 

Phelps. Gates Ajar. 1869. 
must end wtih apostrophe. 

Phillips. Old Wives for New. 1908. 

Remington. Pony Tracks. 1895. 

Riley. Old Swimmin’ Hole, 1883; Boss Girl, 


1886. 

Rowson. Fille de Chambre, Phil., 1794; Trials 
of Human Heart, 1795. 

Sidney. Five Little Peppers. 1880. 

Simms. Guy Rivers, 1834; Yemassee, 1835. 

Stockton. Lady or Tiger. 1884. 

Twain. Huck Finn, 1885, blue binding with p. 
155 misnumbered 15. (We do not agree 
with Underwood.) 

Webster. Grammatical Institute. Pt. 1. 1782. 

Wiggin. Bird’s Christmas Carrol. 1888. 


First line, p. 60, 


C. P. Benstncer Caste Cope Book Co., 
17 WHITEHALL St., New Yor« 
Western Union, Lieber 5-Letter Codes. 
Schofield General Telegraphy A. B. C. 6th. 
Peterson Banking; Boe. Bunting Code. 
Any American Foreign Language Code. 


A. F. Brrp, 22 Beprorp St., STRAND, LONDON, 


W.C.2, ENGLAND 
Ingram. Greatheart. 


Bive BK. SHoP, 5330 GERMANTOWN AVE., PHILA. 


Stern, G. B. A Deputy Was King. Any ed. 
Cooper. The Spy; Pioneers; Precaution. Ists. 
Laurel Hill, Phila. Items of all kinds. 

Wister. The Virginian. Ist ed. 

Anstey, F. Vice Versa. London. 1883. 


THE Book CELiar, 821% S. Hope, Los ANGELES 


Van Vechten. Peter Whiffle. 1st. 

Nell Gwyn. Cunningham. Extra illus. 
binding. 

Bradley. Masterpieces of Adventure. 

Willa Cather. Ists. Mint, with d/w. 

Ship That Sailed to Mars. 1st English, illus. 





In fine 
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Tue Boox DEN, 464 8TH ST., OAKLAND, CAL. 
American Magazine. Sept., 1928. Several copies. 





BK. EXCHANGE, 312 N. WASH. AVE., SCRANTON, PA. 


Davis, W. S. The Beauty of the Purple. 
M. Works. Auction Bridge. 1926. Winston Co. 





Boox Mart, 21 WiILtow StT., STAMFORD, CONN. 


Vicissitudes of the Cannon Family. 
James Savage. Vol. 1 only. 


Early Medical Magazines, Pamphlets, Manu- 
scripts, etc. ; 
Early Transportation. Anything. 





Boox Room, 115 N. HicH, West CHESTER, PA. 
Ovid. Complete. In Latin. Teubner ed. pre 
ferred. 
Boox Suppty Co., 566 W. MONROE, CHICAGO 
Jan and Cora Gordan. On Wandering Wheels. 
Dodd, Mead. 


Boox SnHop, 140 Harsey St., Newark, N. Y. 


Dearborn. How to Learn Easily. 
—saseciiaeiainianaciittanatimeuensasinagartateinetaiaincamemieiteinsiiiinat 


Booxe SHop, 4 MarRKeET SQ., PROVIDENCE, R. I. 


Pennell. Guide for the Greedy. 
Ta canine cneeinecemniniamemineaneainindeiintibteinnisias 


BooxsHor, 83 Soutn StT., Morristown, N. J. 

Foote. Number One Boy. 

NL LIL A eee 
Mercy Boyp’s B’KsuHop, 131 W. MAIN, WATER 
BURY, CONN. 

Oliver Huckel. _Tannhauser. Wagner Opera re- 
told in verse; Lohengrin. Wagner Opera re- 
told in verse. Crowell. 

<ccaeceeemaniaiinaiimaticecainiatnieeacanceantiiintaneantineaniananiiiiieniiiiitimmmpmniaints 

Branpt & Branpt, 101 ParK AVvE., NEw YorK 


Constance Fennimore Woolson. Fast Angels; 
Dorothy; Anne; For the Major. 

sic ce ieumeregietiaemeieaeenaanentiaiaaninnannssnsnaiaiiaianamisadaga 

BRENTANO’S, 63 E. WASHINGTON ST., CHICAGO 

Please put each quotation on separate card: 

Journal Mil. Reconnaissance from Santa Fe. Lt. 
Simpson. Lippincott. 1852. 

Incidents of a Trip through Great Platte Valley. 
Seymour. D. Van Nostrand, 1867. 

Shortest Route to Calif. Simpson. 1869. 

Western Incidents Connected with U. P. Ry. Sey- 
mour. 

Report Sec’y ‘of War Reconnaissance from San 
Antonio to El Paso, Wash. 1850. 





Remedy for Disappearing Game Fishes. Hoover. 
Book of Wild Flowers. Nat. Geog. Soc. 

Life and Letters Joel Barlow. Todd. 

Postern Gate. Barclay. 

Elephant God. Casserley. 

Centrifugal Pumps. Loewenstein. 

Travels Marco Polo for Boys. Knox. 

De Soto and His Men in Florida. King. 


Pol. Science and Comp. Constitutional Law. 
Burgess. 

Harper’s Large Size 2nd Book Geography. 

Washington’s Diary. Ed. Lossing or Henderson. 

History of No. Carolina. Simms. 

My Husband. Irene Castle. 


Financing of Public Service Corp. Ignatius. 
Hydro-Elec. Devel. in Ontario. Beggar. 
Depreciation in Public Utilities. Wilcox. 





BRENTANO’S; 225 StH AveE., NEw York 
Walter Savage Landor. Across Unknown South 


America. 2 vols. 
Kingsley. Miss Philura’s Wedding Gown. 
Herbert Flint. Hypnotism. 


The Publishers’ Weekly 
Weekly Book Exchange 


BRENTANO’S, 1 W. 47TH St., NEw Yorx 


Marriage, Mrs. M. S. and Ernest. 
of Chartres Cathedral. 

Addison, D. D. Lucy Larcom, Life, Letters ang 
Diary. 

House, E. M., and Seymour, Charles. What 
Really Happens in Paris. 

Chamberlin. The Child. 

Lawrence, D. H. Escaped Cock. 
Press. Ist Regular ed. 1929, 

Fletcher, Joseph S. Mr. Shivey’s Clerk: The 
Winding Way; Mr. Pasket; Amerton’s Lady ; 
The Harvesters; The Pretenders; Death 
That Lurks Unseen; Perilous Crossways: In 
the Major’s Parlor; Paul Sampenhay. — 

Walters, L. D. Years at the Spring. 

Buford, M. B. Buford Family in America. 

Rinehart, M. R. 24% Hours Leave. 

Fraser, M., and Stahlmann. Golden Rose. 

Herford, Oliver. A Kitten’s Garden of Verses. 

Peter Poodle, Toy Maker to the King. [Ilys 
Maxfield Parrish. 

Trumbul, R. Friendship, the Greatest. 

Osgood’s Fifth Reader. 

Fernie, W. T. Herbal Simples Approved for 
Modern Uses of Cure. 

Gillilan, Strickland. Including Finnigan. 

Gray. Primary Methods in Arithmetic. 

Barry. Lady Nicotine. Ist ed. 

Halloch & Wade. Outlines of the Evolution of 
Weights and Measures and the Metric Sys 
tem. 

Stock, R. Cruise of the Dream Ship. 

Montague, C. E. Writer’s Notes on His Trade 

Gilbert, O. P. Men in Women’s Guise. Trans 
Douglass. 

Merrick. Time Study. 

Story of the World. 8 vols. Ed. E. Heal 

My Ladies’ Handbooks. Pub. about 25 years 
ago. 

Mackenzie, Sir Donald. Russia. 

Lee. A Summer in Touraine. 

German Social Democracy. 

Critical Exposition of the Philosophy of Leibnitz 

Wayland, J. Virginia Valley. 

Cassel, D. K. A Genealogical History of the Cas 
sel Family in America. 

McComb, Samuel. Prayers for Today. 

Milne. When We Were Very Young. 

Hay, Mary Cecil. Arnold Motto. 

Stiles, Pauline. Crooked Stick. 

Beddoe. Races of Britain. 

Saavedra, Cervantes. Exemplary Novels. Trans 
Walter K. Kelly. 

King, B. F. Verse 

Addison. Spectator Essays. Ed. with good print 

Williams, S. Wells. Middle Kingdom. 2 vols 

Brinkley. History of Japanese People. 

Manchuria, Land of Opportunities. 1922. 

Gibson, R. R. Forces, Mining and Undermining 
in China. 

Hutton, B. Von. Pam Decides; Pam at Fifty. 

Jeans, James. Atomicity and Quanta. 

Radiation and Quantum Theory. 

Robertson, Morgan. Sinful Peck. 

Muller. Lenin and Gandhi. 

Jung, C. C. Psychology of Dementia Praecox. 

Shepherd. Handbook of Mental Examination 
Methods. 

Jung, C. G. Theory of Psychoanalysis. 

White, Wm. A. Mental Mechanisms. 

Marshall, H. History of Kentucky. 1812. 

Phillips, David Graham. The Husband’s Story 

Pollock. Light and Water. 

Loti, Pierre. Sahara. 

De Morgan. Joseph Vance. 

Markham, Edwin. California. 


Sculptures 


Black Sun 


Gift ed 
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Books Wanted—Continued 


BRENTANO’S—Continued 
Old Bohn Lib. ed. Dictionary of Latin and 
Greek Quotations. Must have index Ver- 
borum; Ammianns Marcellinus. History of 
Rome During Reigns of Constantine, etc. 
Mead, G. R. S. Thrice Greatest Hermes. 
Brooks, Chas. T., Trans. Max and Maurice. 


BRENTANO’S, 1332 F St., N.W., Wasu., D. C. 


Who’s Who in America. Vol. 4. 

Terhune. Now That I’m Fifty. 

Barton. Life of Clara E. Barton. 
McClintock. Old North Trail. 

Robertson. Amer. Universities and Colleges. 
Mims. Advancing South. 

Jeffrey’s Anatomy of Woody Plants. 
Hanemann. As Is. 








Brick Row BK. Snop, 231 E_m, NEw HAVEN, Cv. 
Kenilworth. Psychic Control ‘Through Self 


Knowledge. 
Tinker. Beowulf. 


M. H. Brices, 506 S. WaBasH, CHICAGO 


Best prices in quick cash for following: 

Western History: Any book, pamphlet, map ,view, 
manuscript, early magazine or newspaper files 
dealing with the pioneer history of any state 
west of Pennsylvania. 

Overland Journeys to the West. 
Narratives of Explorers and Pioneers. 
Tales of Indian Fighting and Captivities. 
Pony Express, Overland Stages and Mail. 
Western Gold Fields and Mining Life. 
Cattle Trade, Ranch and Cowboy Life. 
Santa Fe Country, Trade and Traders. 
Fur Trade and Traders. Mormons. 
Rangers, Outlaws, Vigilance Committees. 
Railroads, especially to Pacific. 

Chicago. Directories, street maps, views, guides, 
almanacs, etc., before 1871. 

Abraham Lincoln. Autograph material, photogs., 
colored portraits, cartoons, songs, songsters. 
Unusual books, pamphlets, broadsides entirely 
by or about Lincoln. Any date or language. 

It will pay well to quote anything above. 





BROOKLYN Museum Lis., E. ParKwAy & WASH. 
AVE., BROOKLYN, N. Y. 
Fromentin, E Old Masters of Belgium and Hol- 
land. Trans. by Mrs. Robbins. 





Brown’s BK. SHop, STATE & LAKE, MApISON, WIs. 
Kogawa. Before the Dawn. 


CAPITOL ‘BK, SToRE, 206 N. MERIDIAN ST., 
INDIANAPOLIS 


Nutting. Antiques. 
Alexander Hamilton Course. 
George Ade. Any books by. 
John Brown. Any books by. 
John J. Ingalls. Any books by. 
Biblical Illustrator. Set. 
Books on the Feet. ° 
liphant Levi. Count of Gabalis. 





1929 ed. 


Cooper. Some American Story. 
Deavers, Anatomy on Head and Neck. 
Dunbar. History of Travel in America. 


Expectation Corner. 

Lutz. Expiation. 

— Biography of Indiana. Vol. 2. Chicago. 
99. 


Shure. Four Great Initiates. 
Groves Musical Dictionary. 


Everts. Fur Brigades. 
Kaleigh. Hermetic Studies. 
Hildreth. History of Ohio Valley. 
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Capiror. BK. StToRE—Continued 


Humanity of God. 

History or Ency. of Music. 

McCoy. History of Baptist Church in 
Fox. Knight of the Cumberland. 
Corelli. Lilith. 

Max Heindell’s Books. 

Marks. Mechanical Engineers Handbook 
Beecher. New Star Papers. 

Nan of Music Mountain. 

Nature Library. 17 vols. 

Evans. Pioneer Preachers. 

Saffords Blennerhasset. 


Indiana 


Shorey. The Assault on Humanism. 
John Burroughs. Set. 
My Book House. Set. 


Pictured Knowledge. Set. 
Voltaire. Set. 

Wanderer in Rome. 

Wanderer in Paris. 

Corelli. Wormwood. 

Lange. Wild Birds of Indiana. 

Whicher & Whecher. On the Tibur River. 
Caspar, KRUEGER, Dory Co., 772 N. Water S11 
MILWAUKEE, WIs. 

Nat. Geog. Mag. Nov., 1916; Jan., July, 1914; 

May, July, 1910, 1909 to start. 
Godwin. Life of Vancouver. 
Woods. Dean Hollow. 
McClellan’s Own Story. 
W. T. Sherman’s Memoirs. 2 vols. 
Davis. Rise and Fall of Confederacy. 
Longstreet. From Manassas to Appomattox 
Any of Jonas Lie’s books. 
Ford. New Lands. 


Nansen. Farthest North. 

Bullet. Venus Castina. 

Cass-DeEtroIt B’KsSHOPS, 1737 Cass, DeErro!! 

Garret. Where the Money Grows. 

Benedict. Descendants of Col. Joab Stafford 
Albany. 1870. 





CENTAUR Bk. SHOP, 1224 CHANCELLOR, PHILA 
Mary Dixon Thayer. Foam; New York and 
Other Poems. 


D. H. Lawrence. The White Peacock. Ist. Amer. 


F. L. Pattee. The New American Literature. Ist 

Elizabeth Madox Roberts. The Time of Man 
Ist ed. 

Sombart. Quintessence of Capitalism. 





CENTRAL Bk. Co., 93 Nassau, NEw YOrK 
Constitut’1 Convention Debates, Jrnls.; Bar Asso. 

Repts.; Law Jrnls.; early Laws of all States. 
CENTRAL BK. Suop, 906 9TH, N.W., WAsH., D.C 


Pickett. Pickett’s Men. 
Book of Knowledge. 2nd vol. 
Muckle. Emden. Trans. 





G. M. CHANDLER, 75 E. VAN BUREN, Citicaco 


Adams. The New Enmpire. 

Alexander, E. P. Military Memoirs. 

Chamberlain. Through Stained Glass. 

Fernow. Care of Trees. 

Hood. Advance and Retreat. 

National Dickinson Spanish Merino Sheep Reg 
ister. Vol. 1. 

Stevenson. A Footnote to History. 

Stark Co., Ohio, History of. 1881. 





Cuaucer Heap BK. SHop, 32 W. 47TH, N. Y. 


Cornford. Origin of Attic Comedy. Longmans, 
Green. Any ed. 

Hughes, Richard. Innocent Voyage. Ist Amer. 

Her Majesty the King. Any ed. 2 copies. 
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Jennings. Through the Shadows With O. Henry. 
Any ed. 
Lawrence, D. H. Love Among the Haystacks. 
Shakespeare. Nonesuch Press ed. 
Ridgeway. Origin of Tragedy. Putnam. 


Snow, Wilbru. Maine Coast. Ists. 


CHAUTAUQUA BK. STORE, CHAuTAUQUA, N. Y. 


State Library, New York. Selected National 
Bibliographies. 

Fargo, Lucile F. 
School Library 
Chicago. 

Growoll, A. 
S. in the 19th Century ; 
Book Trade Bibliography. 


Inner Harbor; 





The Program for Elementary 
Service. Amer. Lib. Assn. 


Book Trade Bibliography in the U. 
Three Centuries of 


Church, E. D. Catalog of Books Relating to the ~ 


Discovery and Early History of North and 
South America; Catalog of Books Consisting 


of Eng. Lit., including original eds. of Shake- 
speare. 

Catalogue Mensuel. Annual vol. Recent. Pub. 
varies. 

Hinrich, J. C. Funfjahrskatalog. One or two 


vols., if not the whole. Hinrichs, Lpz. 
Lowndes, W. T. Bibliographer’s Manual of Eng- 
lish Literature. Bell. London. 


Watt, Robert. Bibliotheca Britannica. Constable. 
Edinburgh. 

English Catalog of Books. One late vol. Pub- 
lishers’ Circular. London. 

Foley, P. K. American Authors First Editions. 
Boston. 

Stone, Herbert S. First Editions of American 
Authors. Stone. Cambridge. 





CHURCHILL BK. & PRINT SHOP, ALVARADO ARCADE, 
745% S. ALvaravo, Los ANGELES 

Petersylea. Discovered Country. 

All Greenwich Village items. 


Civic CENTER BK. SHOP, 1292 MARKET, SAN 
FRANCISCO 


Girvin, H. E. Pure English. 

Yarnall, Jane. Practical Healing for Mind and 
Body. 1902. 

Dyes. Coin Encyclopedia. 

Jerrold, Douglas. Mrs. 
tures. Illus. by Leech, Keene, 
Oxford Worlds Classics, 122. 





Caulde’s Curtain Lec- 
and Doyle. 


Barbellion. Journal of a Disappointed Man. 2 
copies. 

Joly, Henri L. The Sword and the Samé. Lon- 
don. 1913. Lim. ed. 

Brinckman, J. Die Meister der Japanischen 
Schwerdziraten. Hamburg. 1902. 

The Condor. All prior to 1906; 1906, nos. 2, 3; 
1908, no. 5; 1911, nos. 1, 3, 4, 5, 6; 1912, 
no. 6; 1913, no. 1; 1914, no. 1. 

The Auk. All prior to 1919 except: 1905, nos. 1, 
2; 1906, no. 4; 1907, nos. 1, 3; 1908, all; 
1909, nos. 1, 3, 4; 1910, no. 1; 1911, nos. 
1. 4: 1912, mos. 1, 4; 1913, no. Z. 


The Nidiologist: Vol. 1, nos. 1, 2, 3, 4, 5, 6, 10 
11, 12; vol. 2, nos. 1, 2, 4, 7; vol. 3, nos. 1, 
4, S,. 232; wel 4, nos. .3, 4,.5, 6 16, Ml, iz. 


N. Y. 





CoLtuMBIA BK. Service, 765 Sixtu AVE., 


Ritter. Book of Mock Trials. Cloth copy. 
Shakespeare on the Stage. Winter. Vol. 2 


I. S. CotweEt1t, 99 GENESEE ST., AUBURN, N. Y. 


Miner. Peg O’ My Heart. 
Irving, etc. Prohibition Still at Worst. 








DANIELS & FISHER, BK. DEPT., DENVER, COLO. 


Any printing of English ed. of All Quiet. 
Mackay. Art of Acting. N. Y. 1913. 


22 TAREE Co RT 


The Publishers W eekly 
Weekly Book Exchange 


DARTMOUTH B’KSTALL, 265 DARTMOUTH, Boston 
Bolderswood, Rolph. Rob Roy Under Arms. 





a ete et ye AN 


cseuiptepioeaigeaneugadbeanaemnaedneaeecnaaieapiaiatatamsngimedanetataaiapamdiaais an 
DARTMOUTH COLLEGE LIBRARY, HANover, N. HH. 


ea aie Church and State in Mexico. 1822 
1857. 
Ballard, E. Days in My Garden. Illus. Printed 


by Bruce Rogers. Ist ed. 
Fisher, H. Paul Vinogradoff. 


Groot, J. Religion of the Chinese. 
Marx, K. Manifesto of the Communist Party 
Orcutt, H. Reminiscences of School Life. 


semeseenaseaeaenmaseaseitiaasinaaaagpnatineniainiiiialitnsiantartninitaeatiaareieamme.. 
Dauser & Pine B’KSHOPS, 66 Firti Ave., N. Y. 


Bird, J. Malcolm Margery. 
Cook, Theo. Old Provence. 


Forster-Nietzsche. Nietzsche. Vol. 2. 
Griffin & Minchin. Life of Browning. 
Harden-Hickey. Euthanasia. 1894. 


Hourtriq. Art in France. 

Ironside, John. The Red Symbol. 
Knowlton. Birds of the World. 

Lees, F. Summer in Touraine. 
McIntosh, Maria J. Children’s Stories. 
Maid and a Million Men. 


Porter. Flowering Judas. 
Passavants. Magnetic Life. 
Smith. Dreamthorp. 


Webster. 
Young. 


The Duchess of Malfi. 
Miss Mole. Ist ed. 





Wm. Dawson & Sons, LTvD., RARE Book Derr. 
CaNNON HOUSE, PILGRIM ST., LONDON, E.C.4, ENc 
Soil Science. Vols. 1 to 6. 


Edinburgh Royal Soc. Proc. Set complete. 
Geological Magazine. 1864-1930. 

Biologi. Centrali. Americana. All sections. 
Jnl. of Botany. 1863 to 1925. 

Annals of Otology. Vols. 1-10. 


Geological Soc. of S. Africa. 1896-1930. 

Otly. Jnl. Exper. Physiology. Vols. 8-18. 

Zoological Socy. Proc. Complete. 

Jnl. of Mental Science. 1-25, 30, 41, 47-49, 51, 
53-57. 

Internat. Sugar Jnl. Vols. 1-4, 21, 23-29, 31, 32. 


Economic Review. Vols. 14 and 23. 
Anatomical Record. Vols. 1-37. 

Annals of Surgery. Vols. 1-29, and 1917-1930. 
Bankers Magazine. London. Set. 

Reports of Brit. Assocn. ,Vols. 39 only. 

Brit. and Foreign State Papers. Set or any. 
a Phil. Soc. Proc. Vols. 1, 2, and 1923- 


Chemical Abstracts. Vol. 1 only, and Indexes. 
Economic Geology. Vol. 14 only. 
Economist. Vols. 1-90. 


Geological Soc. Qtly. Jnl. 
Jnl. of Anatomy. 


Vols. 1-26. 
Report any vols. 


Jnl. of Biological Chemistry. 1-25. 4 
Jnl. of Exp. Zoology. Vols. 1-44. : 
Jnl. of Genetics. Vols. 1-18. 
Jnl. of Inst. of Metals. Vols. 1-5. : 
Jnl. of Laryngology. Vols. 1-15. 

Jnl. of ParasNology. Vol. 1 only. 

Jnl. of Roy. Statistical Socy. Any vols. 

Fuel in Science and Practice. Vols. 1 and 2. 

Jnl. Tropical Medicine. Complete set. 

Annals of Tropical Medicine. Vols. 1-12. 

Philosophical Mag. London. Ist series. 60-68. 
Marine Biological Assocn. Vol. 1. Orig series. 
Monatshafte fur Chemie. Vols. 1-9, and 42-51. 

New Phytologist. Any vols. 

Perfumery and Essential Oil Record. 1-16. 


1891-1930. 
lst series. 1-15. 
Complete. 


Pharmaceutical Journal. 
Physical Review. 
Jnl. of Pomology. 
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Wma. Dawson—Continued 


Micros. Science Qtly. Jnl. 1898, 1899, 1900, and 
1915 to 1930. 
Soil Science. Vols. 1-26. 


Bull. of U. S. Geological Survey. 1883-1929. 
Memoirs Geol. Survey of India. 1858-1929. 
Monog. U. S. Geol. Survey. 1882-1929. 
Professional Papers U. S. Geol. Survey. 1902- 
1929. 
Roval Asiatic Socy. Jnl. Sets of all branches 
’ wanted. 


Mavo Clinic. 1925 only. 

Brit. Jnl. Exper. Pathology. 1-10. 

Parasitology. 1920-1929. 

Inl. of Dental Research. 1919-1930. 

Chem. & Metall. Engineering. 1-15 or 1-9. 

Amer. Inst. of Mining (Metals Division only). 
Complete set. 

Amer. Chem. Soc. Jnl. 1-51. 

Amer. Chem. Soc. Jnl. 1-19. 

Science. 1883-1929. 

Phillipine Jnl. of Science. Set or early vols. 

Meat Trades Jnl. 1920-1928. 

Leather Trades Chemists Soc. Jnl. Complete. 

Mineralogical Mag. Complete. 

Botanical Gazette. Complete set. 

Water & Water Engineering. Complete set. 

Meteorological Soc. Qtly. Jnl. Set. 

Archives of Psychology. 1906-1928. 

Jnl. of Applied Phychology. 1917-1928. 

Psychological Index. 1894-1928. 

Jnl. of Anatomy. London. 25, 26, 46, 48, 49, SO. 

Brain. Report any vols. 


DENNEN’sS BK. SHop, 37 E. GRAND RIvER AVE., 
DETROIT 

Wheeler. Yesterdays in a Busy Life. 

Grey. Gallops One and Two. 


DETROIT PuBLIc LIBRARY 
Cooper, J. T. Some English Story Tellers. 
Eicheler, L. Well bred English. 
Freud, S. Beyond the Pleasure Principle. 
Hegerman-Lindencrowe, L. Sunny Side of Diplo- 
matic Life. 
Lenin, N. New Policies of Soviet Russia. 


Harry Dicuter, 5346 CotumBia AVE., PHILA. 
First eds. of American Authors. Early Americana. 


L. E. Dicxe, 808 WASHINGTON, EVANSTON, ILL. 
Anything pertaining to Chicago — newspapers, 
pamphlets, maps, guides, books, prints, pho- 
tos, reports, magazines, almanacs, scrap- 


books, especially want old lithographs of 
Chicago. 





scones ifeeseteeiiaiseceiiieemssasiael iid iat at aaa 
Dixtz Bus. Bx. Suop, 81 Nassau St., N. Y. 
Scaife. America: Its Geographical History. 


Hazen. Contemporary American Opinion of the 
_ French Revolution. 

Newcomb, Simon. On the Recurrence of Solar 
5 Eclipse with Tables of Eclipse. 1879. 

‘apan Year Book prior to 1931. 


Mrs. Crospy, DoustEpay, Doran, GARDEN Clty, 
I 


Pirates of New England Coast. 
Dow and Edmonds. Published by Marine 

._, Research Society. Salem. 1923. 

\olonial Tavern. Edward Field. Pub. Preston 

_, & Rounds. 1897. 

Privateering and Piracy in the Colonial Period. 
John Franklin Jameson. Macmillan. 1923. 


DousLepay, Doran Bx. SHops, 31 Nassau, N.Y. 


A. C. Williams. History of the Lost State of 
Franklin, 


Merritt. Ship of Ishtar. 
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DovusiepaAy, Doran Br. SuHops, Broap Sr. Sta. 
BLpc., PHILA, 
Hindus. Broken Earth. New copy. 





DousBLEepDAy, Doran BK. SHops, 1 WALL, N. Y. 
Maugham. Trembling of a Leaf. ist Amer. ed. 





DousBLepay, Doran BK. SHOPS, 526 LEXINGTON 
Ave., N. Y. , 
Serena Blandish. By a Young Lady of Fashion. 





DousBLEeDAY, Doran Bx. Suops, 105 E. 57TH, N.Y. 


Dr. Wm. Rainsford. My Varied Lives. Double- 
day, Page. 

Louis How. Youth Replies. . 

Pio Baioja-Caesar or Nothing. Trans. by Louis 
How. 





DousLepAy, Doran Bk. SHops, 310 N. 8TH St., 
St. Louts, Mo. 


Huxley. Crome Yellow. Sundial ed. 
Wells. Research Magnificent. 
Comstock. Tenth Woman. 
Beveridge. Life John Marshall. Vol. III only. 
Duncan. Chemistry of Commerce. 
Meade. Story of of Gold. Appleton. 
Muir. Story of Alchemy. Appleton. 
Muir. Heroes of Science. Chemists. 
} Home Water Works. 
Heilprin. Earth and Its Story. 

Otis. Michigan Tree Book. 5 copies. 


Bacholz. Fads and Fancies in Present Day 
Education. 
Cunningham. Presidents. 2 copies. 


Beer. From Chaucer to Tennyson. 

Jusserand. English Novel in Time of Shake- 
speare. 

Lanier. English Novel. 

Beer. English Romanticism in 18th and 19th 
Centuries. 

Meade. Philosophy of Carlyle. 

Lounsbury. Studies in Chaucer. 

Stopford-Brooks. Milton. 


Wright. Life of Defoe. 
Walker. Great Victorian Poets. 
Forman. Our Living Poets. 
Bates. Early British Drama. 


Stephenson. Shakespeare’s London. 
Morley. English Writers. 

Huckel. Through England With Tennyson. 
Stephen. Hours in a Library. 

Repplier. In the Dozy Hours. 

Brown. Seeing Things at Night. 

Brown. Pieces of Hate. 

Holliday. Broom St. Straws. 

Holliday. Walking Stick Papers. 

Ferber. Fanny Herself. 


DousLeEDAY, Doran BK. Suops, GARDEN City, N.Y. 


Faulkner. The White Rose of Memphis. 
Thomas L. Masson. That Silver Lining. 


DovusLEeDAY, DORAN BK. SHOPS, PENN. TERM., 
Smokehouse Poetry. 


C. A. Dousiepay, 7 Dey St., NEw Yorx 


Ludendorf’s Own Story. 2 vols. Harper. 
Schmitt. Coming of the War. 2 vols. Scribner. 


J. F. Drake, 14 W. 40TH ST., NEw York 


Beer. Fair Rewards. Ist ed. 


Bromfield. Green Bay Tree. Ist ed. 

Clemens. £1,000,000 Bank Note. Ist ed. 

Comedy of Dante Alighiere. 4 vols. Trans. hv 
Anderson. 

Faulkner. Mosquitoes; Soldier’s Pay. Ist eds. 


Ferber. The Eldest. Ist ed. 


Foote. Dumb-Bell of Brookfield. Ist ed. 
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J. F. Draxke—Continued 


Harvard Advocate. Dec. 11, 1891, Mar. 15, 

Hough. The Sowing. Ist ed. 

LaFarge. Laughing Boy. Ist ed. 

Lewis. Babbitt. Ist ed. 

McCrae. In Flanders Fields. 1st ed. 

Post. The Mountain School Teacher. Ist ed 

Seton-Thompson. Wild Animals I Have Known 
Ist ed. 

Wharton. 

Whitman. 


1892. 


Age of Innocence. Ist ed., Ist issue. 
Drum Taps. Ist and 2nd issues. 
St, 


House B’Ksuop, 20 Soutn 


CAMBRIDGE, MASs. 
English Books. 


DUNSTER 


Sawyer & Barton. 1475-1900 





Puitie C. DuSCHNES, 507 5TH AVE., NEW YorK 

Faulkner. Sanctuary; Sound and Fury; Mos 
quitoes. 

Gentleman From Indiana. Ist ed. 

Parker, Gilbert. Tarboe. Harpers. 

Fleuron. Nos. 1, 2. Regular. 


Woodcut. No. 5. 
Our Times. Vol. 1. 
Random House, Nonesuch 


Van Hass. 


Fleuron, 
Sullivan. 
Grabhorn, 
Battle of Jutland. 





DutTrons, INc., 681 FirtH Ave., NEw YorK 


Quote only books advertised for. 


Bell. Runaway Equator. Stokes. 
Bouvier, G. V. Our Forebears. 
Catlin. Indian Portfolio. Complete set. 


Castleman. Frank in the Forecastle; Frank in 
the Mountains; Frank in the Woods; Frank 
on the Prairie. 


Ewing Clan Pa. Branch. Works on. 


Franklin, B. Imprints. Any. 
Gibson, Dana. Sketches. 1903 and 1904, or any 
publications of Dana Gibson during these 


years. 

Gibson, H. W. Camp Management. 

Hamer, R. True History of Settlements in James 
town (or similar title); True History of 
Settlements in Jamestown (or similar title). 

McFee. Harbours of Memory. Heinemann. Ist 
London ed.. ‘First’ edition on Reverse of 


title-page. Sheets printed by Doubleday, 
Page. Ist ed. 1922; Race. 1914. One of 
an advance ed. of 100 copies. Doubleday, 
Page & Co. 

New Yorker Album. Vol. I. 

St. Nicholas Magazine. Bound vols. for 1920, 
1921, 1922. 

Prsybyszenski. Homo Sapiens. 

Reach’s Official Baseball Guides. 92, 98, 99, 00, 
01, 02, 04. 

Robinson, J. The Whole Art of Curing, Pickling, 
etc. 1847. 

Ruskin. Sesame and Lilies. Ist ed. 


Roberts. Dionysius of WHalicarnassus on Lity 
Composition. 1910. 

Rogers, Bruce. Sir Walter Scott; Sir Tristram. 
London. 1904. 

Ray, W. T. Rational Stock Speculation. 

Ropes, J. C. First Napoleon. 

Rhys. Modern English Essays. 1870-1922. 

Raleigh. Romance. 

Roberts, M. Private Life of Henry Maitland. 

Smith, T. Topper. 

Shackford (editor). Legends and Satires. 

Savoy, The. Part 5 

Sharp, Dallas L. Zeyond the Pasture Bars; 


Highlands and Hollows; Roof and Meadow ; 
Ways of the Woods. 
Spalding’s Official Athletic Almanac. 92, 93, 94, 
95, 97, 98, 99, 00, 01, 02, 03; Minor League 
Baseball Guide and College and Amateur 
Club Annual, except 1889; Official Baseball 





The Publishers’ Weekly 
Weekly Book Exchange 


Duttons—Continued 


Guide, 77, 91; Official Football Guide. 92 
93, 94, 97, 98, 99, O1. 

Stockton, Frank. The Young Master of Hyson 
Hall. Phila. 1900; The Dusantes. 18g8: 
A Northern Voice for the Dissolution of the 
Union. 1861; What Might Have Been Ex- 
pected. 1874; Tales Out of School. 1875. 
The Floating Prince, etc. 1881; The Hun 
dredth Man. 1887. 


Swinburne. English Literature: Shelley. Phila 
1903. 

Skelton. Poems. 

Shaw. Miraculous Revenge. U.S.A. 1923; Ad 
dress on Vivisection. N. Y. 1909. 


Building of a Nation. 

Principles of Eloquence. 

Savage, Dr. Minot J. Life Beyond Death. 

Tabb, Father. Poems. Baltimore. 1882. 

Torrence, C. The Winstons of Virginia. 

Turf in S. C. History of. 

Talbot, E. A. Lessons in Meditation. 

Tennyson. Rifle Clubs. 1899, 

Tout, H. Myths and Legends of the British Co 
lumbian Indians. 

Taylor. Science of Approach. 

Trollope. Struggles of Brown, Jones, etc. N. Y 
1862; Christmas at Thompson Hall. N. \ 
1877; Lady of Launay. N. Y. 1878. 


Southwick. 
Schleiniger, N. 





EASTERN BK. Co., 256 W. 31st StT., NEw York 


Coleridge. The Ancient Mariner. Illus. Gustave 
Dore. 1886. Harper. 





E. Eperstapt, 55 W. 42np St., NEw Yorx 

California, Oregon, Wyoming, Utah, Montana, 
and the Far West; Books, pamphlets, maps, 
and manuscripts urgently wanted. Any and 
all items; price no object; spot cash with 
order. Attention to this notice will prove a 
source of continuous profit. 


EIcHERT & HALLIWELL, FLoRAL PARK, N. Y. 
[indbergh. We. Ltd. to 100 copies. 
Byrd. Skyward. Ltd. Mint. 
Newport, R. I. Imprints prior to 1880. 


Emory UnNIv. LriBrary, Emory UNIVERSITY, Ga. 

Ames, J. G. Comprehensive index to the puwblica- 
tions of U. S. Government. 1881-1893. 2nd 
ed. 2 vols. 1905. 

Poore, B. P. Descriptive catalogue of the govern- 
ment publications of U. S. Sept, 5, 1774- 
March 4, 1881 . 1885. 


EMPorIUM, BK. DEpPtT., SAN FRANCISCO, CAL. 
Louis A. Holme. Old Maps and Their Makers. 








ENGELKE’s BK. Store, 855 N. CLarK, CHICAGO 


Atkinson. Wind Power. 

Leonard. Book on Wrestling. 

Praed. Nature Finer Forces. 

Burgoyne. Celestial Dynamcis; 
Eros. 

Hanish, O. Z. Cook Book; Health and Breath. 


Louts Epsrein’s B’KSHOP, 518 W. 8TH ST., 
Los ANGELES 


Main Currents in Nineteenth Century 


Mysteries of 





Brandes. 


Literature. 
a a ne ne RE pam ern A ES 


E. Farnswortn’s Bx. Snop, 20 E. Bijou St., 
CoLorApO SPRINGS, COL. 
Thoroughbred Types. 
Transition, no. 3. 


1900-1925. Remount Assoc 
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MASS. 
Friend the 


Arr Co., HOLyoKE, 


Our Noblest 
Page, pubs. 


hirzGeERALD BK. & 
Francis M. Ware. 
Horse. L. C. 


ScHLOSSGASSE 7/9, Leipzic Cl, 


GERMANY 


GustTAv FOcK, 


New York. 1903. 


Intern. Congress of Actuaries. 
Vols. 4-6. 


journal of Chemical Education. 
Botanical Gazette. Vols. 1-52. 


American Journal of Physiology. Vols. 35-37. 


Amer. Philol. Assn. Transactions and Proceed 
ings. Vols. 1 to 59. 

tndexes of Patents. 1910-1918. 

Astrophysical Journal. Vol. 14. 7 

Publications Astron, Society of the Pacific. Vol. 
37. 

Amer. Jnl. of Physiology. Vol. 14. 

American Economist. Vols. 1 to 40. 

Coplia. Nos. 1 to Zay ek oe 

Siblioteca Sacra. Vols. 73 up to date. 

Commercial and Financial Chronicle. Vols. 1 to 


26, 128. 
Irnl. of Oil and Fat Industry. Vols. | 
Green Book Magazine. Vols. 11 to 27. 
Irnl. of Physical Chemistry. Vols. 1 to 17. 
Am. Jrnl. of Mathematics. Vol. 1. 
Jrnl. of Abnormal Psychology. Vols. 1 to 10. 
Etude. Vols. 1 to 37. 
Botanical Gazette. Vols. 1 to 10. 
Canadian Entomologist. Vols. 1 to 43. 
Philippine Jrnl. of Science. Vols. 3, 4, 7 to 24, 30. 
Jrnl. Am. Soc. of Heating and Ventilating Eng. 
Vols. 1 to 23. 
Archives of Otology. Vols. 7, 8, 10. 
Niles Weekly Register. Vols. 74, 75. 
Arta Typographica. Vol. 1. 


to. 5. 


Bulletin Am. Ceramic Soc. Vol. 1. 
Mexican Magazine. 1926, 1929. 
Instruments. Vols. 1, 2. 

Ceramic Abstracts. Vols. 1 to 5. 


Proceedings Am. Ass. of Anatomists. Vols. 1 to 
23. 

Transactions New York Acad. of Sciences. Vols. 
1 to 4, 8, 13. 

Proceedings Am. Laryngological Ass. 1929. 


Quarterly Jrnl. of Public Speaking. Vols. 1 to 2. 


Bulletin of the Metropolitan Mus. of Art. Vol. 
23. 

Brewster. Roman Craftsman. 

Lees. Bibliogr. of Med History. 

Rolfs. Subtropical Vegetable Gardening 

Simons. The Vision for Which We Fought. 

Edw. Jones. Economic Crises. 1909. 

Nautilus. Vols. 1 to 21, 24 to 44. 

Ologist. Vols. 1 to 31. 

Jsis. Vol. 1. 

labrary Journal. Vols. 11 to 12. 

Modern Philology. Vols. 1 to 26. 

Irnl. of Political Economy. Vols. 1 to 37. 

Review of Economic Statistics. Vol. 1. 

Maritime Medical News. Vols. 1 to 21. 

Jrnl. “ Nervous and Mental Disease. Vols. 1 
10: 2. 

Jrnl. Boston Soc. Medical Sciences. Vols. 1, 2. 

Concrete. Vols. 1 to 6. 

Coal Age. Vols. 1 to 8. 

German American Annals. Vols. 1 to 21. 

Modern Language Notes. Vols. 7 to 9. 

Jn] of English and German Philol. Vols. 1-22. 

“urgery, Gynecology and Obstetrics. Vol. 2. 

American Journal of Physiology. Vols. 35-37. 


RicHarp W. FRANCcIs, 492 9TH, OAKLAND, CAL. 


Jack London. Magazine items, pamphlets. Quote. 
reen Bag. Legal magazine. Quote Ist, runs, or 
singles. 
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FREDERICK & NELSON, BK. DEPT., SEATTLE 
God’s Man. 1st ed. 
FRIEDMANS’, 18 W. 23rp St., NEw York 


Stonehange. Dogs of the British Isles. 
Spears & Clark. Mississippi Valley. 
Chancellor. London of Charles Dickens. 
Fitzgerald. Ireland and Her People. 
Uchard. My Uncle Barbassou. 








FUTERNIK’'sS BK. Snoop, 1329 ARCH, PHILADELPHIA 


Hernshaw, N. S. Aline of the Great Woods. 
Jones, A. T. Beatric of Bayou Tech 

ErNeEsT R. GEE, 35 E. 49111, NEw York 
Fur, Feather and Fin Series. The Pheasant 


Partridge and Snipe and W oodceox k. 
Handbook for Young Sportsman. Will Wildwood 
1876. 

Uncertainties of Travel. 

Hooper. Dog and Gun. 2nd ed. 

Grinnell. American Game Bird 

Diomed by Wise. 

Pringle. Snipe Shooting. 

Dinks, Mayhew & Hutchinson. On _ the 
1857. 

Hammond. My Friend the 
Stream. 1908. 

Lewis. American Sportsmen. 

Graham’s Magazine. Vol. 37. 1850. 

Forester. Complete Manual for Young Sports 
men. 1856; Deerstalkers. Ist ed.: Field 
Sports. 8th ed. 1858; Fugitive Sporting 
Sketches. 1878; My Shooting Box. Ist ed.; 
Warwick Woodlands. 1845. 

Gleason’s Pictorial of Boston. 1853 and 

Thoroughbred Types. 1900-1925. 


Bros., Bk. DeEpt., 


Facsimiles of Illuminated Manuscripts in Color 
from the British Museum. Edited by Geo 
F. Warner. 


The 


> { a Q 
Roston i est} 


Shooting ] )] 


Partridge Ko 


1851. 


1854. 





GIMBEL PHILADELPHIA 





Wm. Roscoe Thayer. Dawn of Italian Inde 
pendence. 

GITTMAN’s Bx. Suop, 1225 Matn, Co_umsta, S.C 

Wilkinson, Gen. James. Memoirs. 

Post. Strange Scheme of Randolph Mason. 


Polly of the Pines. 
Goode. Virginia Cousins. 
Oppenheim. Hon. Algernon Knox. 





GOLDMAN’s BK. Store, 424 S. DEARBORN, CHICAGO 


Sepharial. Cosmic Symbolism. 
NN 


GoopsPEED’s Bx. SuHop, 7 ASHBURTON PL., 


Hist. of Clark Co., Indiana. 

Police Gazette. Odd vols. or nos. 

Adventures of Isrial R. Potter. 

Stiles. Hist. of Ancient Windsor, Conn. 
2nd ed. 

Thaxter. An Island Garden. 

Toomey. Hist. of South Boston. 

Whitney. Life of Lincoln. 2 vols. 

Wright. Reminiscences of McNairy Co., Tenn. 

Genealogies: Broaddus, 1888; Goffin, 1881: Cor 
nell, 1902; Cushman, 1855; Dunham, 1907; 
Endicott, 1924; Everhart, 1883: Fahnestock, 
1879; Farnham, 1886; Fay, 1898; Felton, 
1877; Ferguson, 1911; Fitzgerald, 1911; For 
ney, 1911; Fosdick, 1891; Fox, 1899: Fuller 
1897; Houghton, 1848; Johnson, 1914; Now 


Bost 


2 vols. 


lin-Stone, 1916; Quisenberry, 1900. 
<=ssinsnsieeseensssssnsnssnespansesseesnteoeesmeenaetmsteniesieoumenes 
(,00DSPEED’s Bk. SHOP, 2 MILK, Boston, Mass. 
Two Persons. 

Our Slavic Fellow Citizens. 


Bok. 
Balch. 
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GoopsPEED’s—Continued 


Buchanan. Mathematical Theory of Eclipses, etc. 

Capek. The Slovaks of Hungary. 

Copeland. Over Weight; Guard Your Health. 

Klitgaars, Cept. C. J. Fifty Years as Master 
Mariner. 

Miller. Czecho-Slovaks in America. 

Morrell. Voyages of the South Seas. 

Old China. Nov. & Dec., 1901; Jan., Feb., Apr., 
May, June & Nov., 1902. Ceramic Stud. 

Racine. 2 vols. Bohn Lib. ed. 

Rogers. Shell Book. 

Schaff. Battle in the Wilderness. 

Seton-Watson. Racial Problems in Hungary. 

Stallings. The Big Parade. 


GotHaM Bx. Mart, 51 W. 47TH, NEw York 


McCord. Wolf Dodge. 

Letters of Rahel Varnhagen. 

Tomlinson. Out of Soundings. Ltd. ed. 

Dreiser. Life, Art and Literature in America. 
Pamphlet form; Lost Phoebe in O’Brien An- 
thologies. 1916. 


Hate Bros., BK. Dept., 1228 EucLip, CLEVELAND 
The Education of a Princess. Ist ed. 
T. S. Eliot. Wasteland. Liveright. 


Hampsuire Booxsnop, NoRTHAMPTON, MAss. 
Scandinavian Classics, Vols. 19 and 24. 
Quote each title on separate sheet or card. 











Harcourt, Brace & Co., 383 MApISON AVE., N. Y. 
Bordet. Studies in Immunity. Translation by 


ay. 
HARVARD Co6P. SOCIETY, CAMBRIDGE, MASS. 
Quote each title on separate sheet or card. 
Strong. Roman Sculpture. 
Vols. 1, 


Social Plays of Arthur Wing Pinero. 
ed. Hamilton. 


Moody. Pickwick Ladle and Other Collector’s 
Stories. 

Brunton. Kings and Queens of Ancient Egypt. 

Forkel, J. S. Bach. 

Darton. Red Beds and Associated Formations 
in New Mexico. U.S.G.S. Bulletin, No. 794. 
1928. 


Pound. Readings on Roman Law. 1906 ed. 


Weeks. Boy’s Own Arithmetic. 


WILLIAM HELBurRN, INnc., 15 E. 55TH, N. Y. 
Mawson. Garden Arts and Crafts. 








Hippep Boox SHop, 120 BroaDway, NEw YorK 


Blackmer. Four Phases of Morals. 
Frankau. Ticlapa. 
King. Substance and Show. 





Kart W. HIEeERSEMANN, LEIpzic C 1, GERMANY 
American Naturalists. Vols. 51 to 54, 71 to 74. 
Proceedings of the U. S. National Museum, 

Washington. Vols. 1 to 15, 17 to 19, 34, 36, 


40, 46, 55 to 65. 
Industrial Managements. Vols. 52 to 80. 


Reference Pashage to the Bible. 2 vols. 1903. 
Memoirs of the American Anthropol. Assoc. 
Compl. 


American Library Annual. 1915-16, 1918-19. 
Annual Library Index. 1907. 
Annual Literary Index. 1898, 1900 to 1902, 1905. 


W. M. Hitt, 25 E. Wasuincton St., CHICAGO 


Thompson. Last Pagan. 

Thompson. Cane. 

Uric Acid as a Factor in the Causation of Dis- 
ease. 7th ed. A Haig. London. 


The Reference Passage Bible. I. N. Jones. Dun- 


bury, Pa. 














The Publishers’ Weekly 
Weekly Book Exchange 
W. M. Hitt—Continued 


Fleuron. Vol. 2. 

Livermore. Story of the Civil War. 
Mansfield. Bliss. 1st ed. 

Johnson. Bibliography of the Writings of Geo. 


Sterling. San Francisco. Windsor Press. 
Johnson. The Press of the Renaissance in Italy. 

San Francisco. Windsor Press. 7 
Symonds. Mediaeval Latin Students Songs. 


acaunnenaingpesamgiamansnimaateamnastmsiaiimanadpallitadacadasaaiataieattttaa meee ttt 

HOCHSCHILD, Koun & Co., Howarp & LEXINGTOon, 
BALTIMORE ~ 

Edmund Carpenter. Mayflower Pilgrims. 

Grace Keon. Broken Path. 

Martin. The Snob. 

ne 

Hovuuipay B’Ksnop, 49 E, 49TH St., NEw York 


Hemingway, Ernest. Farewell to Arms. Sed. ed. 


Parker, Dorothy. Death and Taxes. Ist trade 
and Itd. 

Churchill, Winston. Life of Lord Randolph 
Churchill. 


Lowndes, Mrs. Belloc. The Lonely House. 
North American Review. August, 1918; October, 


1922. 
Atlantic Monthly. November, 1918. 


Henry Hott & Co., 1 Park Ave.’ NEw York 


Christopher Morley. Where the Blue Begins. 
Illus. by Rackham. Doubleday, Doran. ’22. 


J. L. Hoox, P.O. Box 25, GLEN OLDEN, PENN. 





Outre Mer. No. 2. Boston. 1834. Will pay 
$150.00. 
J. F. Cooper. Odd vols. 


Political Pamphlets. 


JosErpH Horne Co., PittsspurGH, PA. 


Corelli. The Life Everlasting. 
The Songs of Father Goose. 
Little Women. Ist signed ed. 


Illus. Denslow. 


Hazlitt. The Coinage of the European Continent. 
Hardy. The Flyaways and Cinderella. 
Van Every. Life of Gene Tunney. 





H. TrumMBuLt Howarp, 401 W. DuruaAm Roap, 
PHILADELPHIA 


Anderson, Sir Robert. The Entail of the Cove- 
nant. 
HuGues BK. SHop, 9 W. 7TH, CINCINNATI, 0. 


Pettigrew. Design in Nature. 
Five Years of Theosophy. 





MAXweLt QO. HuN LEY, 2931 LAcLEpDE AVE., LOS 
ANGELES, CAL, 


Book Western Verse. Ist ed. 
Profitable Tales. Ist ed. 
In the Valley. Ist ed. 
James. Daisy Miller. Ist ed. 
Kilmer. Trees. Gilt top. Ist ed. 
Garland. Main Travelled Roads. 


Field. 
Field. 
Frederic. 


Ist ed. 


O'Neil. Hairy Ape. 1st ed. 
Gale. Miss Lulu Bett. Ist ed. 
Cable. Old Creole Days. Ist ed. 


First eds. of:Robert Frost, James Lane Allen. 
Sarah O. Jewett, H. B. Fuller, Remington, 


Irving, Cooper. 
Describe fully. 


Huckleberry Finn. 
H. R. Hunting Co., 29 WorTHINGTON ST., 
SPRINGFIELD, MASS. 
Bennett. Mr. Prohack. Novel. D. D. 
Miller. Czecho-slovaks in Amer. D. D. ] 
Shirley. Elem. Craftwork in Metal. Bruce. »°. 








June 27, 1931 
Books Wanted—Continued 
A. J. Huston, 92 EXCHANGE PL., PorTLAND, ME. 


Benson. Who Goes There? Friends with the 
Countersign. 


Calkins. The Holy Spirit. 

Keyes. Fifty Years’ Observations of Men and 
Events. 

Putnam Genealogy. Vol. 2. 1908. 

The Nation. Vol. 1. : 

Fisher. Story of a Down East Plantation. 


<item eeaanceiaassansneasiaests 
Hytano’s Orv Bk. SToRE, PORTLAND, ORE. 

Decennial Index, 1916-1925. Chemical Abstracts, 
Author and Swhbject Index. Pub. Amer. 
Chemical Society. 

Any of R. W. Chambers War Books. 

Faber. Book of Ants. 

Pagan Christ. 





InL1Inois BK. Excu., 337 W. Mapison, CHICAGO 
Jefferson. Writings. Washington . Vol. 4. 1854. 





INDIANAPOLIS PUBLIC LIBRARY, ST. CLAIR SQ. 
INDIANAPOLIS, IND. 
Vazoff. Under the Yoke. Trans. from Bulgarian. 
Heinemann. 





INTEGRITY BK. Co., 1528 Waunut ST., PHILA, 


Hall. Manor and Historic Houses of Long Island. 

Lincoln, Joseph C. All Ist eds. 

Coatesworth, Elizabeth. Ist eds. 

Parr. Technical Guide. 

Pearson, E. Librarian at Play. 

Bookseller’s Blue Book. 

Newton, A. Edw. Christmas Pamphlets for 1910- 
1917. 

Anything written by Rhodes Scholars. 


Ist ed. 





INTERNATL, Art & SCIENCE BK. Co., 192 B’way, 
NEw York 

Annals of Surgery. Vols. 67, 69, 70. 

Hudson, M. O. The Teaching of International 


_ Law in America, 1928. 
Ggc. Alan Works. College and Univirsity Libra- 
ries Problem. 1927. 


Johnson, R. B. Fanny Burney and the Burneys. 
Stokes, 

Lincoln Clarke Andrews. Leadership and Mili- 

_ tary Training. 

Concordia Historical Institute Quarterly for 1928, 
1929, 1930. 

V. Levine Columbia. 1928. 

Studies in Education: Yearbook. Vol. 16. 1928. 

Reinicke, L. Bibliography of Canadian Geology 

for the years 1908-1911. 
Dwight, Harry Criswood. Persian Miniatures. 
Kramer, Stella. The Engl. Craft Guild’s Studies 
_ in Their Progress and Decline. 1927. 

Literature of Libraries 17th and 18th Centuries. 
= by J. Cotton Dana and H. W. Kent. Vols. 

Studies in Immunity. Trans. by F. 
P. Gay. Newest ed. 

Annals of Surgery. Vols. 67, 69, 70. 

Poor’s Cumulation Daily Report of Corporation 
News, 1916 to ‘1922. 

Constant buyers of Chemical, Technical, Medical 
and other periodicals in sets, runs, single vols. 
and numbers, indexes. 

cxnvesmmmnneneiliiadidiciiaisasAA Di 

INTERNATL, NEws Co., 131 Varicx St., N. Y. 


Dr. B. Zimmermann. Botanical Microtechnic. 
Holt. WN. Y. 
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Geo. W. Jacoss, 1726 CHESTNUT, PHILA. 


Grover Cleveland. Fishing and Shooting Sketches. 
Enidson. Come Duck Shooting With Me. 

Game Farming for Pleasure and Profit. 

Boys’ Life Oliver Cromwell. 

Roman Life in Pliny’s Time. 

Hampden, John. Life of. 

Griffs. Mikado’s Empire. 





JOHNSON’s BOOKSTORE, SPRINGFIELD, MAss. 
Science and Health. Ist ed. Mint copy. 


Jones B’Kstore, 418 W. 6TH, LOS ANGELEs, CAL. 


Rollestan, T. W. H. Myths and Legends of the 
Celtic Race. 





Epw. P. Jupp Co., New HAvEN, CONN, 
Phillips, D. G. Hungry Heart. 


Kansas City Bx. Excu., 806 GRAND AVE., 
Kansas Clty, Mo. 


The Century Dictionary vol. of Proper Names. 
Only. 





W. F. KeLLener, 15 W. 44TH StT., NEw YorkK 


Anything on Trade Unions, Ancient Guilds. 

Anything, especially Rare Material, on Cremation, 
Burials, etc., on Balloon Ascents, Aviation, 
especially early material, curious Prints, etc. 

Paine. Buried Treasure. 

Encyclopedia Britannica. 12th ed. Handy Vol. 

Byron. Cloth sets. 8 vols. Can use 2. 

Thomas Jefferson. 20 vols. or 10 vol. ed. 

Huckleberry Finn. 1st ed. Must be fine copy. 

Prices must be reasonable, as we have to sell. 


P, J. Kenepy & Sons, 44 Barcrtay St., N. Y. 
Chaignon. Sacrifice of the Mass. 





C. W. KESPERT, 62 CATAWBA ST., Boston 


Bailey. Shanghaied Out of ’Frisco in the '90’s. 
Brown. Ira and Isabella. 1807. 
Cable. Old Creole Days. 1879. 


Cunningham. Manse of Barren Rock. Singing Mt. 
Dolezelak. Theory of Lead Accumulator. 
i Breath of the Jungle. 

The Wrong Way. 

City pf Endless Night. 

Extermination of Amer. Bison. 

The Colonial Clippers. 
j Stray Thoughts. 

Outdoor Life. Outer’s Book. Early numbers. 
Shoemaker. Pennsylvania Bison Hunt. 
Thayer. Greek-Eng. N. T. Lexicon. 


Ki1eser’s BK. STORE, 221 N. 16TH, OMAHA,-NEBR. 
Middleton. Market Charts. 


KLEINTEICH’s BK. Store, 1245 FuLtTon, B’KLYN 


Fiske. Life Everlasting. 

Headley. Washington and Generals. Old ed. 
Illus.; Napoleon and Marshalls. Old ed. 
Illus. 

Twain. Roughing It. Am. Pub. Co. Not Ist. 

Vaux. Canoe Handling. Forest & Stream. 


Hyatt, Thaddeus. The Dragon Fly. 





Korner & Woop, 1512 Evuctip AVE., CLEVELAND 
Dana. Handbook of Securities. 1930-1931. 





R. E. Kraum, 1717 Vista, HOLLywoop, CAL. 
Please quote all items of the Sacred Books of 
the East, edited by Max Muller. 
32, 38. 


Vols. 14, 
Oxford University Press. 
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Krocu’s B’KstTorE, 206 N. Micu. AVE., CHICAGO 

Curry. Vocal and Literary Interpretation of the 
Bible. 

McGovern, W. M._ Introduction of Mahayna 
Buddhism. 

McGuff. Melancholia and Thirty Ways to Detect 
Insanity. 
Vanderpoel. Color Problems Longmans, Green 

1902 


KRUSE ANTIQUARIAT, 1532 WARASH AVE., 
Kansas City, Mo. 
Cable. Old Creole Days. Ist. 
Earle, R. B. Album Weeds. 
Stockton. Lady or Tiger. Ist. 
cee eee ID 
LAMAR BK. SToRE, MAIN AT LAMAR, Houston, TEX. 
Strange Loves. Panurge Press. 
Stern. Deputy Was King. Any ed. but must be 
fine copy. 


——— eee 
Cuas. E, Lauriat Co., 385 WASHINGTON, Boston 


Austen. Persuasion. L. B. & Co. 1853. 

Gross. Hiawatha. ; 

Hamilton, John. Life of Hamilton. | 

Hitchcock. Geology of New Hampshire. 3 vols. 

Isaacs, Commander. U-90. 

Lubbock. China Clipper. 1st ed. 

Marryat, F. Settlers in Canada. 

Marshall. Abington Abbey. - 

Ravenal. Women of the French Tradition. 

Ross. Theory of Pure Design. 

Sumner. Life of Hamilton. / 

Thibault. Wife of the Secretary of State. 

nearest aliimnennitimemnelainianinaniiness 
Joun A. LAVENDER, TROY, NEw York 

Johnson. History of Washington County, a & 

Black Michael. 

-teiiaiiiaicanseeainnsinnancmaamaeaiinaaaettitat 

LirrLe, Brown & Co., 34 BEACON, Boston 

Mead’s Headquarters. 1863-1865. L., B. & Co. 

cits tates aieeiieeiadindennittinintniimanacinainnaaimnaiamamiiee 

Horace LIvertcut, Inc., 31 W. 47TH Srt., N. Y| 

Silas Bent. Strange Bedfellows. 

Lester Cohen. Oscar Wilde: A Play. 


SS 
LorLtanp BK. Suop, 732 W. 6TH, LOS ANGELES 


Carpenter. Intermediate Sex.| 
Quimby Manuscripts. Ist ed. 


a 
Locin Bros., 1814 W. Harrison St., CHICAGO 
Webster. History Pestential Dis. Vol. 1. 1799. 
Parsons. Pathology Eye. 4 vols., or any. 
Fomon. Allied Sciences. 3 vols. 

Cushing. Pituitary Body. 

Crile . Bi-Polar Theory. 

Oatman. Roentgen Diagnosis. 

Osler. Anything by. 

Medical History and Biography. Any. 

Send lists of all medical items. 





B. Locin & Son, 29 E. 21st St., NEw YorkK 
Proceedings of the Charaka Club. Any vols. 
Jour. of Abnormal Psychology. Any vols. 
Cushing. Pituitary Bodies. 

Beaumont. Physidlogy of Digestion. 

Landoldt. Refraction 

Journal of Abnormal Psychoiogy. Vols. or copies. 

Archives of Psychology. Vols. or copies. 

American Jr. of Psychology. Vols. or copies. 

Kindly quote any journals on Psychology. 

Pepys Diary. 3 vols. Wheatley ed. 

Harvard Classics. 

American and English Encyclopedia. 

We wish to purchase at all times complete sets, 
long runs, volumes and copies of Chemical, 





The Publishers’ Week], 
Weekly Book Exchange 


B. Locgin—Continued 


Medical and Scientific Journals. Bound or 
unbound. 








LonGc’s Bk. Store, COLUMBUS, OHIO 


Burnside. Theory of Groups of Finite Order 

American First Editions. As new only. 

Sessa 
Joun Loos, 2436 WeEsB AvE., N. Y. (Casn) 

Paul Beckwith. The Beckwiths. Albany. 189] 

Albert Clayton Beckwith. Beckwith Notes, Marion 

Beckwith. 
Lenz. Genealogies. Anything. 
Lists of Genealogies wanted. 


EE Se 

Lorp & Taylor BK. SHOP, 5TH AVE. AT 38TH, N.Y 

Fk. B. Bond. Gate of Remembrance. Marshall 
Jones. 

ssa pn acne aerate tataatahietannaerenteet terme 

LOwMAN & HANFoRp Co,, 1514 3rD Ave,, SEartyy 

John A. Rawhus. Gin. 

Pushkin. Eugene Onegin. trans. by Spalding. 

Stephen, L. English Literature in the 18th Cent. 

Fry, George. Varnishes of Italian Violin Makers 
of 16th and 17th and 18th Centuries. Stevens 
and Sons, Ltd., London. 

Lieskov. Sentry and Other Stories. 

at ee Glass Cup Plates. 

illiams, L. W. Sandwich Glass, a ic 

Book for Collectors. ee 

Trench. The Study of Words. 


McAULIFFE PAPER Co., BURLINGTON, VERMONT 
Holland. Moth Book. 
Jerome K. Jerome. Three Men on Wheels. 


eee 
P. J. J. McCartuy, 6708 LAKEwoop AVE., CHICAGO 
Authors’ Digest. Set. 

Chronicles of America. Set. 

Harvard Classics. Set. 

Eckenstein. Women Under Monasticism. 

Shiel, M. P. How the Old Woman Got Home 


E. McDevitt Bx. Suop, 607 VALLEY Roap 
Upper Monrcrair, N. J. ; 


Charles Burns. Glass Cup Plates. 


H. D. McGrave, 128 Cuestnut St., Boston 


Lithographs of Currier & Ives by Warren A. 
Weaver. Pub. Halport Pub. Co. 1925. 
Hoffmann. Nutcracker and Sugar. 


SSNS 
Jas. Mapison, 465 S. Detroit, Los ANGELES 
Early California Newspapers. 


Mapvison Bx, Store, 55 E. 59TH Sr., N. Y. 


T. Austin-Brown. History of the New York 
Stage. 
<span taaas 
Davip MAGEE, 480 Post St., SAN FRANCISCO 
Orvieto Dust. 
Priestley. Balcgninny. Ist ed. 





Harry F, Marks, 21 W. 47TH St., NEw York 
Swift. Temple Scott ed. 

Dryden. Ed. by Sainstbury. 

Books, Prints and any articles on Cock-Fighting. 
Attley. Lives of Victorian Chancellors. 2 vols 





Maurice Co., New Gretna, N. J. 


Shourd. History of Fenwicks Colony. 
C. J. Peterson. Kate Aylesford. 

A 
MEEKINS, PacKarp & WueEat BK. SHOP, 1459 
MAIN, SPRINGFIELD, MASss, 

Nutting. Florida Beautiful. 


th i or Ee 
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Books Wanted—Continued 


Isaac Menpoza (BK. Co., 15 ANN St., N. Y. 
Symonds, J. A. Quote all orig. eds. of. 
Byrnes. Prof. Criminals of Am. 
Bell’s Elocution. 
Both Sides of Fifth Avenue. 


Lacroix. Science and Lit. Middle Aages. In 
French. 

Parkman. Jesuits in N. A. 

Leonard. Higher Spiritualism. 


Barker. Letters from a Living Dead Man. 
Sennett. Americans in Eastern Asia. 

Brown. Elgin Botanic Garden. 1908. 

Stokes. Ieconography of N. Y. 6 vols. 

Boswell’s Johnson. Ist ed. 

meee eee gcc AS 
E. V. MitcHELL, 27 Lewis, HARTFORD, CONN, 


Kellogg & Shepard. Yale Songs. Enlarged ed. 
New Haven. 1889. 

Montauge. Hind Let Loose. 

Dreiser. ‘Book About Myself. Ist printing only. 

Sinclair Lewis. Free Air; Job; Our Mr. Wren; 
Trail of the Hawk.; Arrowsmith. Ist eds. 





}. Motioy, 1430 S. PENN SQ., PHILADELPHIA 


Bible. Lond., Mark Baskett. 1753. 

Hay. Letters from John Hay and Extracts from 
His Diary. 3 vols. 

All Ist eds. of the minor American novelists, 
poets, playwrights, essayists, etc., of the 19th 
century. 





Moss & KAMIN, 23 LExINGTON AVE., NEW YORK 


Rodin. Unedited Draw Steichen. 

Cooper. Heidenmauer; H@me as Found; Afloat 
and Ashore; Ned Myers; Travelling Bache- 
lor. With Darley illus. 

Lewis, Sinclair. Hike and the Aeroplane; Free 
Air; Trail of the Hawk; Our Mr. Wrenn; 
The Job; The Innocents. Ist eds. 





EMiLy Munpy’s B’KSHOP, 124 HARRISON ST., 
SyracusE, N. Y. 


Lincoln Steffans Autobiography. Ist ed. 





NaGLe Map Co., 117 W. 4TH, Tusa, OKLA, 
Bellamy. Looking Backward. Ist ed. 
Ford. Peter Sterling. Ist ed. 
burgess. Purple Cow. 1st ed. 
Faulkner. White Rose of Memphis. Ist ed. 
Mencken. Ventures in Verse. Ist ed. 





NEDWICK’s BK. Store, 346 N. CLARK, CHICAGO 

Tolstoy. In the Days of Serfdom and Other 
Stories. 

Allen. Cathedral Singer; Heroine in Bronze. 

Canfield. Gunhilde. 

Chambers. The Red Republic. 

Erckman-Chatrian. Year One of the Republic; 
Country in Danger; The Wolf; The Count 
of Nideck. 


Catherwood. Craque of Doom; Chase of St. 


Castain. 
Barnes, A. M. Knight of Carolina. 
Bennett. Matador of Five Towns; Leonora. 


Barrie. Auld Licht Manse and Sketches. : 
Kaye-Smith, S. Tamarisk Town; Isle of Thorns; 
Green Apple Harvest; The Tramping Metho- 


dist. 
lbanez Shadow of the Cathedral. 
Sabatini. Love at Arms. 
Wells. The Wonderful Visit; The Sea Lady- 


_ Boon; Mind of the Race. 
Veyman. Laid Up In Lavender; The Snowball. 


Wharton. Sanctuary; The Hermit and the Wild 
Woman. 
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NEpDwIck’s—Continued 
Anderson. Windy McPherson’s Son; Marching 
Men; Many Marriages. 
We do not want Ist eds. 





Pustic LiBRARY OF NEWARK, N. J. 


Heilprin. Animal Life of Our Seashore. Lip- 
pincott. 1903. 

Pilsbry. Seashells of New Jersey. 1891. 

U. S. National Museum. Bulletin no. 37. 1889. 


NeEw-CuHurCH PREss, 108 CLARK ST., BROOKLYN 
HEIGutTs, N. Y. 
Robertson Nicolls. The Round of the Clock. 


Davip NEWMAN, 52 LIBERTY, WESTMINSTER, MD. 


Cram. Heart of Europe. 

Quote Maryland items. 

Brownson. Essays and Reviews Chiefly on Theo- 
logy. N. Y. 1880. 

Bowden. The Life and Pontificate of Gregory 
the Seventh. Lond. 1840. 2 vols. 

Catholic World. Any vols. 








L. I. Newton, 8 GENANDER ST., AUBURN, MAss. 

Martial. trans. T. May 1629. 

World Classics. 34%x5%4. Pub. Joseph Knight 
Co., Boston. Quote any titles 





NORMAN REMINGTON, CHARLES AT MULBERRY, 
BALTIMORE 

Hale. In His Name. Little, Brown. 

Ludendorf. My Story of War. 2 vols. Harper. 

Devol. Forty Years a Gambler on the Mississippi. 
Holt. 

Glass. Gambling and Religion. 

Clement. Handbk. of Legendary and Mythologi- 
cal Art. 

Robinson. Frensie Oratory. 


Otp CorNer Bk. Store, 50 BROMFIELD, BOSTON 


Holland. Moth Book. Doubleday. 
Henry Cabot Lodge. The Story of the Revolu- 


tion. 2 vol. ed. 
Celia Thaxter. Island Garden. Illus. by Childe 


Hassam. 
O’MALLEy’s Bx. STORE, 329 CoLumBus AVE., N.Y. 
John Cowper Powys. Any Ist eds. or autograph 
material. 
ORANGE Jupp Pus. Co., 15 E. 26TH Srt., N. Y. 


The Secret Progression. Sepharial. 

Bailey. Cyclopedia of American Agriculture. 4 
vols. Cyclopedia of American Agriculture. 
Vols. 2 and 3. 








PANURGE Press, 100 Firtn Ave., NEw York 


Bibliographies, Glossaries, Catalogues, Lists, etc., 
of erotic or curious books in any language. 

Books pub. by Charles Carrington of Paris. 

Dr. Caufeynon. La Ceinture de Chastete. 

The Secrets of Women. Paris. 1899. 





D. L. PASSAVANT, ZELIENOPLE, PA, 


Ojibway Spelling Book. Boston. 1816. 
Chippaway New Testament. circa 1833. 


Ripley. Races of Europe. 
Kroeber. Anthropology. 
Haddon. Races of Man. 


Prichard. Natural History of Man. 
Tozzer. Social Origins and Continuities. 





PEABODY BK. SHOP, 913 N. CHARLEs, BALTIMORE 


Quote each title on separate card. 

Adams, Chas. F. Treaty of Washington. 

Chandler. Romances of Roguery. N.Y. 1899. 

Clark, H. B. Cid Campeador and Waning of 
Crescent in West. 
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PEABODY—C ontinued 


Compton, F. S. (Henry Adams). 
Dostoevsky. Set library ed. 
Galloway, C. B. Christianity Am. Commonw. 
Hughes, R. Golden Ladder. 

Jockman. Infectious Diseases. 

Kent. Voyaging. Ist ed. 

Ludendorf. Memoirs. 

Medicine. Vol. 2, nos. 2, 4. 


Esther. 


Nicholson. Carpentry. 
S. Lanier. Tiger Lilies; Poem Outlines; Music 
and Poetry; Select Poems Calloway ed.); 


Science of English Verse; Boy’s Books, Ist. 


Valentine Manual. 1840-45. 
Whaler. Hale’s Pond. 
Wilson, Woodrow. Dodd. 





PHOENIx BK. Suop, 41 E. 49Tn Sr., New Yorxk 


Allen, Hervey. Wampum and Old Gold. Ist ed.; 
The Blindman. Ist ed. 
Hughes, Richard, The Innocent Voyage. Ist ed. 


Westcott, Glenway. Natives of the Rock. Ist. 

Hughson, S. C. The Carolina Pirates and Co- 
lonial Commerce, 1670-1740. Baltimore. 
1894. 

Seitz, Don C. The Buccaneers. New York. 1912. 

James, Henry. English Hours. Boston. Ist. 

Zola. Therese Raquin. Any English ed. 





ADRIANCE MEMORIAL LIB., POUGHKEEPSIF, N. Y. 


Inman. Old Santa Fe Trail. 
Masefield. Captain Margaret. 
Mitchell. St. John de Crevecour. 
Silberrad. Comrade; Good Comrade. 
Warner. 


Their Pilgrimage. 





Post OFFIcE NEws Co., 105 S. DEARBORN, CHIC. 


Two World’s Quarterly. No. 2. 
Ben Hecht. Ist eds. 
E. E. Cummings. Ist eds. 





PraTT, 457 6TH AVE., NEw YORK 


Essays. Camelot Series. 


CS; 
Mazzini. 


Pressy. BK. Store, 6TH & WoOOp, PITTSBURGH 


Old Redstone. 


PRESTON & Rounps Co., 49 EXCHANGE PL., 
PROVIDENCE, R. I. 
Cord and Creese; The Crypto- 


James De Mille. 
Living Link; The American 


gram; The 
Baron. 





PRINCETON UNIVERSITY LIBRARY, PRINCETON, N.J. 
Kansas. U. S. Immigration, Exclusion, and De- 





portation. Washington, D. C. 1927. 
Firebaugh. The Inns of Greece and Rome: A 
History of the Hospitality to the Middle 
Ages. Chicago. 1928. 
Williams. History of Science. Vols. 6-10, and 
Index. 1910. 
PuTNAM B’KsTORE, 2 W. 45TH StT., NEW YorRK 
Beer. Suburban Pastoral and Other Tales. 
Cook. Old Provence. 
Elizabeth. Christopher and Columbus. 
Faulkner. Soldier’s Pay; Mosquietoes. Ist eds. 
Neumann. Drums of Morning. 
Putnam, Eben. History of Putnam Family in 
England and America. 1891. 
Rau. Mozart. 


Any Books on Woman Question. 
Lee’s Despatches. 
Plato. American Republic. Pub. 
Where Dwells the Soul Serene. 
Osgood Fan.ily. 


Dutton. 
Kirkham. 





The Publishers’ Weekly 
Weekly Book Exchange 








PETER REILLY Co., 133 N. 13TH St., Puta. 
Steel, F. Miss Stuart’s Legacy; In the Tideway- 
The Flower of Forgiveness. : 
Gallon. Jarwick the Prodigal; Tatterley. 





H. W. RaAtston, Box 24, Station “O,” N.Y. ¢. 


Wright. Dodge, the Cowboy Capital. 
Hough. The Story of the Cowboy. 
RaRE Bk. Co., 99 Nassau ST., NEw York 


History of Dutch West India Company. 
Anything on New York Albany Post Road. 
Valentine’s Manuals. 
Memoirs of Mrs. Eddy. Adam Dickey. 
Christian Science Books, Manuals. 

Science of Man. Mrs. Glover. 1876, 1879, 1883. 





Rare Bx. SuHop, 822 17TH, N.W., Wasu.. DCC 


Sherrill. Stain Glass Tour in England. 
Wheeler. Hist. of N. C. 
Dunham. Missing Link in Short Hand. Wash 
1894, 
Through Life’s Windows. 
Bartram’s Travels. 
Golf. Scarce items only. 
RAYMER’s BK. STORE, MONROE at Division 


GRAND RAPIDS, MIcH. 


Homer Lea. Valor of Ignorance. 





Epson E. Ropinson, INc., 111 WASHINGTON S1 
WaTERTOWN, N. Y. 
E. W. Edmunds. Historical Summary of English 


Literature. Cassell, pub. 
E. R. RosBinson, 401 River St., Troy, N. \ 
Atgeld. Book on Crime. 
Byrd. Westover Manuscripts. 
Bacon. Novum Organum. 
Black Michael. 
Breath of the Jungle. 
Bannerman’s Catalogues before 1914. 


Corelli. Life Everlasting. 

Cockfighting. Books, prints or magazines. 
Lehman. Spark Divine. 

Mendenhall Genealogy. 

Outdoor Life. Old vols. 

Outer’s Book. 

Sutherland. Heart in Early Life. 

Wallace. Wooden Ships and Iron Men. 
Willard and Livermore. Women of the Century. 
Willson. It Is the Law. 





RoosEVELT House LiprarRy, 28 E. 20TH, N. Y. 


Adams, Francis A. The Transgressors. Any ed. 
Lyall, Mrs. Mary C. Alice in Blunderland. An) 


ed. 

English Spelling Simplified as recommended !) 
President Roosevelt, Andrew Carnegie, Mark 
Twain, Brander Matthews and others. _ 

Bryan, Wm. Jennings. The Commoner. Con 
densed. Vols. 4-5, 1905-6; 7-8, 1908-9. 

Hengelmuller, Ladislas. Hungary’s Fight for Na 


tional Existence. 1913. Macmillan. Lon- 
don. 

Fraser, Donald A. Pebbles and Shells. 19". 
Toronto. 


Davis, Watson. Story of Copper. 

Freeman, Harry C. Brief History of Butte, Mon 
tana, the World’s Greatest Mining Camp. 

The Mining World (magazine). Aug. 10, 190:. 

All American Forum (magazine). July, 1918. — 

Living Age (magazine). Aug. 31, 1907, pp. 52+ 
33. 
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Books Wanted—Continued 


© Rose, 1625 N. Vine St., HoLtywoop, CAL. 
Price. Analysis of Playmaking. 

Tice. Art of Playwrights. 

Behrman. Meteor. A play. 

Moods. Mercedes La Costa. 


RUSSELL, LANG & COMPANY, SOMERSET BLDG., 
WINNIPEG, CANADA 
Cordon, Mrs. Will. Wayfarer’s Wallet. 


D. N. SAxots Co., Tusa, OKLA. 
Spanish Conquest New Mexico. Davis. 
Chronicles America. 50 vols. | 
\rchives for Criminal Anthropology. s | 
t. S. Geological Survey. Professional Papers. 
ee are °4 T 17o ) . 
No. 68, Ore Deposits New Mexico; bulletin 
No. 726, Geological Structure of aPrts of 
New Mexico. 


SaLisBurY’s, 78 E. 10TH ST., NEW YORK 
National Geographic before 1912. 


Morris SANFORD Co., CEDAR RAPIDS, |OWA 
Caffin. Guide to Pictures. 


Saryr BK. SHOP, 1622 N. VINE, HOLLYWOOD, CAL. 
Art Director Club of oo“ (Third Annual ot 
‘rtising Art. 24. 
nc ee Book of the Queen’s Doll 
House. 1924. : 

Bing. Artistic Japan. 6 vols. in 3. 1890. _ 

Cadness. H. Decorative Brush Work and Ele- 
mentary Design. 1902. : 

Colman. Nature’s Harmonic Unity. 1912. 

Colman. Proportional —" 1920. 

Ye Selincourt. Venice. 07. ; 

Feord. Decorative Plant and Flower Studies. 
2nd series. 1907. 

Perry. Industrial and Applied Art Bks. 

Pittsburg Plate Glass Co. Glass Paints. 1928. 

Price. Posters. 1913. ; 

Ragnenet. Materiaux et Documents d’Architec- 
“ture et de Sculpture Classes par Ordre Al- 
phabetique. 1872. J 

Rhead. Studies in Plant Form and Natural Ob- 
jects. Set 1—Plant Forms. Set 2—Natural 
Objects. 1903. 

Holme. ‘British Book Illustration Yesterday and 
To-day. 1923. 

Holme. Woodcuts of To-day at Home and Abroad. 
1927. 

Stimson. Gate Beautiful. 1926. 

Verneuil. Enc. de la Plants. 1904-8. 

Williams. Army and Navy Uniforms and In- 
signia. 1918. 
Woodbury. Pencil Sketches of Native Trees. 

1905. 





SCHULTE’s BK. SroreE, 80 Fourtu AveE., N. Y. 


Moffat & Herford. The Bishop’s Purse. 
Gertrude Hall. Alegreto. 


franklin. Letter to Royal Academy of Brussels. 
1929, 

Hodgson, Ralph. Poems. London. 1917. Pres. 
copy. 


long, Haniel. Poems. 1920. Ist ed. 

Starrett. Student of Catalogues. Ist ed. 

Guill, Eric. Art and Love. Bristol. 1927; An 
Essay on the Nude. 

Kent, Rockwell, Bookplates and Marks of. 

Johnson, Dr., Sale Catalogue of Library of. With 
Essay by A. Edward Newton. Ist ed. 


J. V. der Kemp. Sermons on Heidelberg Cate- 


chism. Printed by Abraham Blaufelt. 
Haddock. Practical Psychology. 
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ScHULTE’S—Continued 
Marbury. Trial Flies and Their Histories. 
Lives of the Lord Chancellors. 
Vermont Quarterly Gazetteer. No. 5. 
Dr. Sylvester Graham. Science of Life. 





SCRANTOM’S, 334 Main St. E., RocHESTER, N. Y. 
Emerson. Beverages. 

Hiilis. Foretokens of Immortality. 

Wilberforce. Heimweh. 

White. Coming King. 

Lyman. Trail of the Grand Seigneur. 

Hegel. Religion. 3 vols. Scribner. 
<crsessassicesesessesstepeestsieeesnssoesenisiasseeetemessioneesnpneegeementa 
SCRANTOM’S, 21 State ST., ROCHESTER, N. Y. 

Heroic Spain. 

Four in One Westerns. 

nesses 

CHAS, SCRIBNER’S SoNs, 597 FiFtTu AvE., N. Y. 

Adler, M. Elbow Room. Lovell. 1876. 

Agax. Garden Design in Theory and Practice. 

Alexander Cook Book. 

American Art by American Artists. Collier. 1914 

Bacon. Fourth Gospel in Research and Debate. 

Bangs, J. K. Paste Jewels. N. Y. 1897; Water 
Ghost and Others. N. Y. 1894. 

Bunner, H. C. Jersey Street and Jersey Lane 

_ N.Y. 1896. : 

Chapman. John the Presbyter and the Fourth 
Gospel. 

Child’s Scripture Question Book. 

Gohen, D. S., & Sommer, H. B. 100 Years of 
the Republic. Claxton. 1876. 

_— arene of Four Years and a Half in the 

De Morgan. On a Pin Cushion. Ist ed. 

Frost, S. A. Almost a Man. American Tract 

_ Soe. 1877. 

Gillard, P. Thirteen Years at the Russian Court 

Harris, J. C. Tar Baby and Other Rhymes 
Appleton. 1904. 

Harris-Morgan, N. History of James Harris. 

Hutton, E. Pietro Aretino, Scourge of Princes. 

Jenkins, S. Old Boston Post Road. 

8 R. M. Ogeechee Cross-Firings. Harper. 

9. 

Jones, C. H. Genealogy of the Rodman Family 
1620-1886. 

Kile, O. M. Farm Bureau Movement. 

Lloyd, N. Soldier of the Valley. Scribner. 1904 

Marquardt. Privat Leben der Romer. 

Mayson. Violin Making. 

Mitchell, J. A. That First Affair. 
1902. - 

Noer. A BC of Turf Culture. 

Ostrander. Ashes to Ashes. Ist ed. 1919. 

Peebles. Immortality. 

Service Monographs of the U. S. Gov’t. Vols. 1, 
2 & 33. 

Stacpoole. House of Crimson Shadows. 

Stuart, R. M. Second Wooing of Selina Sue. 
Harper. 1905. 

Thanet, O. Stories of a Western Town. Scribner. 
1893; Same, Scribner. 1907. 

Tourgee, A. W. Hot Plowshares. N. Y. 1883 


Scribner 





CHAS, SESSLER, 1310 WALNuT ST., PHILADELPHIA 
Bliss Carman. Songs from Vagabondia. 
Colophon. Vol. I. 

David Starr Jordan. The Fate of Iciodorium. 
Emily Dickinson. Ists. 

Rise of Silas Lapham. Ist. 

McTeague. Ist. 

Education of a Princess. Ist ed. 

Weygandt. The Birds of the Poconos. 
Davidson. Unheated Greenhouses. 

Little Lord Fauntleroy. Ist ed. 

Any of the Newton Christmas Booklets. 
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J. V. SHEEHAN, 1550 WoopwaArp AVE., DETROIT 


Powys. Wood and Stone. 

Crapsey. English Metrics. Knopf. 

Freud. Problem of Lay Analysis. 

Patterson. Rhythm of Prose. Princeton. 
Rhodes, Eugene Manlove. Ist eds. Any titles. 





J. Skinner’s Bk. Store, 15 STEUBEN, ALBANY, 
N. Y. 

Huckleberry Finn. 1st ed. 

Bailey. Richfield Springs. 

Seneca’s Morals. Vol. 2 only. Heinmann ed. 





SLEEPY HoLLow B’Ksuop, 70 IrRvinG PL., N. Y. 

Ramsay, Allen. Gentle Shepherd; Tea Table 
Miscellany ; The Evergreen. 

Collier, Jeremy. Short View of Profaness and 
Immorality of the English Stage. 

Painter, William. Palace of Pleasure. 

Tottel’s Miscellany. Vol. I. 

Radcliffe. The Italian. 

Congreve, William. Nonesuch Press. 1923. 





ROBERT SLIGER, INc., 832 MAIN, WHEELING, W.VA. 


Memoirs of Josephine Sultzenbacher. 
Atlas to Maximilians Travels. Thwaites ed. 





SMITH’s Bk. Store, 805 N. Howarp, BALTIMORE 

National Geographic Magazine. Numbers in Vols. 
1, 2, 4, 5, 6, or complete vols. of same, also 
Mar., 99; Feb., 01; Jan. ’02. 


A. J. SouweIneE, 611 W. 177TH St., NEw York 
Chess Items and Chess Curios. Any. 
STAMFORD B’KSTORE, 482 MAIN, STAMFORD, CONN. 


Faulkner. Ists. 


STAPPPENBECK & UHRIE, OVER 218 W. JEFFERSON, 
BLOOMINGTON, ILL. 
Bamberger, F. E. Effect of the Physical Makeup 
of a book. 


G. E. Stecuert & Co., 33 E. 10TH, NEw York 


Art of Music. Vols. 7, 8. 

Clews. Fifty Years in Wall St. 

Cook. Develop, Nature-Sense in German Lyric. 

Hale. Trans. Allegheny Pioneers. 

Ibsen. When We Dead Awaken. Stone. 

Lunge. Sulfuric Acid and Alkali. 1, 2, 3, 4th 
eds. 1913. 

Matthews. Night Chant. 

Royce. Problem of Christianity. 

Ukers. All About Coffee. 

Kidder. Southwest Archaeology. 

















E. STEIGER & Co., 49 Murray St., NEw Yor«K 


World Atlas of Commercial Geology. Vol. 1. 
Statistical Abstracts. 1925-1930. 

Lee. General Lee. 1894. 

Graveur. A Short Cut to Sclrat. 

Adams. Public Debts. 1890 or later. 
Dictionary of the Choctaso Language. 
Bernays. An Outline of Careers. 

Boas. Handbook of Am. Indian Language. 
Morley. Inscriptions of Naranjo. 

Trumbull. National Dictionary. 





STERN’s BK. DeEpPT., 42Np ST., NEw YORK 


Good Earth. Ist ed. 


Education of the Princess. Ist ed. 





Stokes & STOCKELL, 224 N. 6TH AVE., NASHVILLE 
The Lost State—State of Franklin. 





Sronr House BK. & Girt SHoP, 383 S. MAIN, 
WoonsockET, R. lI. 


Corbin. 


Return of the Middle Class. Scribner. 





The Publishers’ Weekly 
Weekly Book Exchange 


Harry Stone, 24 E. 58tw St., New York 


Curtis. ‘Botanical Mag. Complete. 

Grayson, David. Ists. Any. 

McFee. Aliens. Longmans. N. Y. n.d.: Casy 
als of Sea. Lond. 1916; Port Said Misc 

__Ist.; Race. Ltd. signed. 

Gardens Chronicle. Complete. 

Poe. Tales. Poems. Any Ists. 





saesaunnsesernereenenniedaaveniesnemeatnanniniannsamustveaesnenaseddanmnniisentaeneempaeine 

A. D. Storrs, DARTMOUTH B’KSTORE, HANOveErR 

N. H. 

Dunlop. The History of Prose Fiction. Revised 
Wilson. 1911. 2 vols. 


STRAWBRIDGF & CLOTHIER, 8TH & FILBERT, PHILA. 

Cabell. Lineage of Litchfield. Ist ed. 

Schaff. Spirit of Old West Point. 

—_—_—_—“—=”VF_"_™_”“"O _ Os nn ss». km mnmn—n—nm— eee 

SUNWISE TuRN, 51 East 44TH StT., NEw York 

Fatal Interview, Millay, limited edition issued at 
$50.00. Harper. 

Leroux, The Return of the Missing Men. Macau 
lay. 

Sutton PL. Bx. SuHop, 407 E. 57TH, NEw York 

Faul Deussen. System of the Vedanta. Tr. by 
Charles Johnston, 

H. W. Fairbanks. Rocks and Minerals; Stories 
from Mother Earth. 


TECHNICAL BK. Co., 525 MARKET, SAN FRANCISCO 


Business, Technical and Scientific Books (new). 
Telegraph & Cable Codes (new or used). 











TEOLIN PILLotr Co., 1014 Texas Ave., Houston 


Belloc. Book of the the Bayeau Tapestry. 

English. Royal Flying Corps in World War. 

John Reed. Campaign in Palestine. 1917. Per 
taining to War in Eastern Europe. 

O'Neill. Irish Minstrels and Musicians. 

Rankin. Texas in the Fifties. 

Sousa. Pipetown Sandy. 

Edgar Wallace. Black Gang. 

Lyle. Mustang Grey. 

Natalie Victor. The Romance of Home Life. 

Pope and McGuire Controversy. 

Any books relating to Texas. 


Texas BK. Srore, 2244 GUADALUPE, AUSTIN, TEX 
Crile, G. W. Origin and Nature of Emotions 


THEOSOPHICAL PRESS, WHEATON, ILLINOIS 
Rare books on Occultism. Supply list. 








Tuoms & ERON, 89 CHAMBERS ST., NEw YORK 


l'rank Leslie’s Illustrated Newspaper. All num- 
bers Jan., Feb., Mar., 1863; Bound vols. or 
numbers for 1885, 1886, 1887, 1888, 1889, 
1890, 1891, 1892, 1913, 1914. 

Harpers Weekly. Bound vols. for 1913, 1914, 
1915 and 1916, or complete vols. in numbers 

Harden, Hickey. Euthanasia. 

Walpole. Castle of Otranto. 

German Classics. 20 vol. ed. 

McDonell. History of St. Paul’s School, London. 
1907. 

Dean John Colet. Lives or anything about. Do 


not want Knight or Lupton’s. 
cctammasamrintiana aici cette ac ee Ta aia laaiaemaaate 
3 MUSKETEERS, INC., 82 S. 3RD, MEMPHIS, TENN. 
Earl Derr Biggers. Love Insurance. 
Robert W. Chambers. Business of Life. — _ 
Hallie Erminie Reeves. Valiants of Virginia 
ne ee a ee ea aaa 
H. H. Timsy, ASHTABULA, O. (CaSH) 
Randall’s Hist. of Ohio. 5 vols. Any other. 
Genealogy. Grant Family. 
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Books Wanted—Continued 


H. H. Timspy—Continued 


Shinn, C. H. Anything. 
Loughead, F. H. Anything. 
Seibel, George. Anything. 
Hornaday, W. T. Any Ist ed. 


WILLIAM Topp, Mount CARMEL, CONN. 


jameson. The Jamesons in America. 

Life and Letters of Henry Knox. 

james. History British Navy. 

Withers. Chronicles Border Warfare. 1831. 

Elliott. Poetical and Misc. Works of. 1798. 

Any original letters, manuscripts, diaries of early 
" historical interest. 

Hawthorne, Julian. Any Ists. 

Fawcett, Edgar. Any Ists. 

Fay, T. S. Any Ists. 

Flagg, Wilson. Any Ists. 

Flint, Timothy. Any Ists. 

Frederick, Harold. Any Ists. 

Gibson, Wm. H. Any Ists. 

Goodrich, S. G. Any Ists. 

Hardy, A. S. Any Ists. 

Harrison, Constance C. Any Ists. 

Griswold, Rufus W. Any Ists. 


|. V. Trost, 4 Farrview Ave. S. BIRMINGHAM, 
ALA. 

Justin McCarthy. Reminiscences. Vol. 1 only. 
Ist ed. Harper Bros. 1899. 

3en Hecht. The Egotist; Christmas Eve; Hero 
of Santa Maria. 

Dreiser. Hoosier Holiday; The Genius; Jennie 
Gerhardt; Financier. 

Tusa, OKLA., B’K-SHop, 516 S. MAIN St. 

Faulkner. Marble Faun. Ist ed. 

Encyclopedia Britannica. Vols. supplementing 
1911 ed. 

Sienkiewicz. Knights of the Cross. 

Cheley & B. Camp and Outing Activities. 





TWICKENHAM BK. SHOP, LANCASTER AVE., ARD- 
MORE, PA. 

Faulkner. Ist eds. 

Millay. Fatal Interview. Ist ed. 


O. ULsricn Co., 386 Matin St., BuFFALo, N. Y. 


Moths of the Limberlost. Stratton-Porter. 
Smoky. James. Ist ed. 


Union Sg. Bx. SHop, 30 E. 14TH St., NEw York 


Cash or autographs returned in twenty-four hours. 
Autographs wanted. Letters and documents 
written by Americans. National celebrities as 
well as locally known people. 

All Presidents, signers, Generals, literary,-corre- 
spondence of editors, Original literary manu- 


scripts. 
\nything by or about Barlow, Pinknew, Poe, 
Hawthorne, Longfellow, Lowell, Holmes, 


Whitman, Whittier, Griswold, Washington, 
Harrison, Lincoln, Grant, Wilson and 
Harding. 

Collections purchased, appraised and sold by 

_ auction. 

Send or bring us what you have. 

Cash or merchandise back, twenty-four hours 
after receipt. 


UNIVERSAL Lis. SERvIcE, 240 B’way, NEw York 
George & Smith. Fidelis of the Cross. 

Harte. Tales of Pacific Slope. 

Heniger. Kingdom of the Child. 

Henry. Patrick Henry. 3 vols. 


VAN Norman Bx. Co., 1415 Howett, PrortA, ILL. 
Anything pertaining to Abraham Lincoln. 
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VENDOME NeEws BK. SHOP, DARTMOUTH AT 
BoyLston, Boston 


Return of the Night Wind. Donohue. 


VROMAN’S, 329 E. CotorApo ST., PASADENA, CAL. 


Rene Grousset. Histoire de |’Extreme Oriente. 
Roosevelt. Letters to His Children. Ist ed. 
Van de Velde. Ideal Marriage. Ist ed. 

Basil King. Earth Bound. 

Riis. Making of an American. Ist ed. 

Dennis and Ned Toodles. 

Fortune Magazine. Oct., 1930. 

William Henry Thomes. Slaver’s Adventures. 
Hemingway. In Our Time. Paris ed. 





WALDEN BK. SHoP, 546 N. MICHIGAN, CHICAGO 


The Man of Galilee. 

Howe. The Story of a French Homestead in the 
Old Northwest. 

Jewett. The Country of the Pointed Firs; other 
Ists. 

Waldron. Snowman. Ist. 

Mr. Dooley’s Wit and Wisdom. 

Rasplato. Semenoff. 

Crothers. Three Plays. 

Thomas. Flower from the Ashes. 

Cummings. Tulips and Chimneys. 

Thomas. Wishing Well. 

Dewey. Essays in Experimental Logic. 

Faulkner. Soldier’s Pay; The Marble Faun. Ists. 

Millay. Ist eds. 

Southard. Trout Fishing in America. 


WaLnut BK. Store, 132 S. 9TH St., PHILA. 
Ball. Curse of Cocaine; Traffic in Souls. 


3 vols. 


JoHN WANAMAKER, BK. DEPT., New York 


Songs of Innocence. 
Songs of Experience. 
Barriers Burned Away. 


E. H. Wetrts & Co., 602 MaApison AveE., N. Y. 


Bennett. Great Adventure; Plain Man and His 
bp Self and Self-Management. Ist Am. 
eds. 

Blow. Froebel and Education Through Activity. 
Int. Educ. Series. 

Bohn eds. of Racine and Corneille. 

Catalogue of Collections of J. S. Bache. 

Celestina. Pub. Hispanic Soc. of Amer. 

Collins. 14th Amendment and the States. 

Davis. Judicial Veto. 

Galsworthy. Forsyte Saga. 

Goldoni. Mirandolina. 

Hennequin. Love in the Phalanstery. 1849. 

James. Christianity Logic of Creation; Remarks 
on Apostolic Gospel. 

Keim. 40 Years of German-Amer. Political Re 
lations. 

Loeb. Forced Movements, Tropisms, etc. 

Moore. Mike Fletcher; Modern Painting; Strike 
at Arlingford. 1st Am. eds. 

Van Dyke. God of the Open Air. 

Willoughby. Political Theories of Ancient World 


Ist Am. ed. 


M. F. WELLS, 1123 ROOSEVELT, LLANERCH, PA. 
Mundy, Talbot. All Ists, mint, d.w. 


B. WESTERMANN Co., 13 W. 46TH St., NEw York 


Means. Dyspnoea. 
Ethel Sidgwick. Duke Jones; Hatchways; Aco 
lade; Promise ; Succession. 


WILpEr’s BooksHoP, 28 WARREN AVE., SOMER 


VILLE, Boston 42, MAss. 
Coddington Genealogy, 1907; 1920. 
Ewing Genealogy, 1910. 
Little Egg Harbor Township, N. J., Blackman’s 
Hist., 1880. 
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W ILDER’s—Continued 


Washington Co., Pa., Com. & Biog. Rec., 1893. 
Any Genealogical Book or Pamphlet. 
Any Town or County History. 


E. T. WILLIAMS, 276 W. 6TH, SAN PEDRO, CAL. 

Shakespeare. Midsummer Night’s Dream. Rack- 
ham illus. 

WITKOWER’S, 77 ASyLuUM StT., HARTFORD, CONN 


Dream of a Woman. Aemy de Gourmant. 
Man Who Understood Women. Merrick. Dutton. 
Eternal Feminine. Andrews. Scribner. 


Woopwarp & LotHrRop, BK. DEPT., WasSH., D.C. 


Goats Without Horns. Beale Davis. 
Mrs. William Horton Speaking. 
bourne. 


Fannie kil 





Woopwortn’s, 1311 E. 57TH Srt., Cuicaco 


Stephens. History of English Thought in 18th 
Century. 
Gibbon. Decline and Fall of Rome. 7 vols. 


Bury ed. 
Polychrome Bible. Genesis. 





Wricut Howes, 1142 S. Micu1GAn AVE,, CHICAGO 


Abernethy. Correct Pronunciation. 

Ayres. Science the False Messiah. 

Benet. Tiger Joy. 

Buchan. Mr. Standfast. 

Coward. Private Lives. 

Friedlander. Shakespeare and the Jew. 

Ferber. So Big; Show Boat. Ist eds. 

Frederick. Druida. Knopf. 1923. 

Peterkin. Black April. Bobbs. 1927. 

Picturesque Germany; Italy; Spain; Great Brit 
ain; France. All in series pub. by Brentano. 

Marett. Threshold of Religion. 

Marcel. Study of Languages. 

Reade. Cloister and Hearth. Col’d illus. by 
Browne. 

Russell. Enchanted April. Doub. 1923. 

Spaulding, et al. Warfare. Harc. 

Stearns. Civilizat. in U. S. 

Santayana. Interpretations of Poetry & Relig. 

Tilden. Art of Lawn Tennis. Star Dollar Book. 

Turgenev. Fathers and Children. Macm. 

Untermeyer. Including Horace. 

Wallace. Ben Hur. Illus. by Johnson. 

Wodehouse. Leave It to Psmith. Dor. 1924. 

Woodruff. Pla.w’s Amer. Republic. 


JAKE ZEITLIN, 705% W. 6TH StT., Los ANGELES 

Note: Please describe items in detail as to 
form and condition. 

E. Dresser. Japan, Its Architecture and Its Art. 

Ex-Mistress. Ist ed. 

Farish. The Gold Hunters of California. 

The Fleuron. Individual early nos., fine copies 
only. 

Hall Frye. Literary Reviews and Criticisms. 

Maugham. The Moon and Sixpence. Ist ed. 
Fine copy. 

Georgine Milmine. Life of Mary Baker Eddy. 

Milmine. History of Christian Science. 

Paul Elmer More. Shelburne Essays. Separate 
vols. Ist eds. Fine copies only. Also as- 
sociation or inscribed copies. 

Pacific_Coast Whaling. Early material, Journals, 
etc. 

Sir Walter Scott. Ivanhoe. Pub. by W. Van 
Norden. New York. 1823. Vol. 1 only. 
Stewart Edward White. The Forty-Niners; The 
Westerners; The Claim Jumpers. Ist eds. 

Fine copies. 


W. H. ZIesENITz, 532 WARREN, Hupson, N. Y. 
Man Who Understood Women. Merrick. 


The Publishers’ W eckly 


BOOK SCOUTS 
AND DEALERS 


who have been selling to me 
expensive Americana, printed 
and in manuscript, can keep in 
touch with me between July 1st 
and the middle of September 
through communication to me, 
care of B. F. Stevens & Brown. 
Ltd., 28-30 Little Russell St., 
London, W.C.1. 


Charles F. Heartman 
Metuchen, N. J. 


Don’t sacrifice any choice material 
during this summer; rather wait 
for my return, as I am paying the 
highest prices possible. 





BOOKS STOLEN 


St, JosePpH’s CuuRCH, 4TH & BEECH Srs., SA 
DIEGo, CAL. 

Four books have disappeared from St. Joseph's 
rectory. They are the first records of Cali 
fornia. Baptism Book, Marriage ‘Book, Con 
firmation Book and Internment Book. Thi 
early pages are in the handwriting of Father 
Junipero Serra. They belong to the first 
mission in California, Mission San Diego d¢ 
Alcala. Please watch any offerings. 





a“ 








BOOKS FOR SALE 


Book DEN, 464 8TH ST., OAKLAND, CAI 


Back numbers of Literary, Scientific and other 
Periodicals, Annuals and Rpts. in stock. 








Book Mart, 21 WiLitow Sr., STAMFORD, CONN 

National Geographic Magazine. 16 years un 
bound, complete with indexes; 1914 to 192’ 
inclusive. Price $9.00 F.O.B. Boston. 


BRANN PuBLISHERS, INC., 353 W. 85TH Srt., N.) 
The Complete Works of Brann, the Iconoclast 
Elegantly bound in artcraft leather, g! 
edges, silk head-bands, boxed, 2 vols., 100 
pages containing the complete writings o! tls 
great American genius. An opportunity 0! 
a life time to secure Brann’s Complete 
Works, as only a few sets remain, ten 
the edition will be entirely out of print 
$10.00 per set. 50% discount. Remit chec 


N 
with order. 








ies Ort 
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Books for Sale—Continued 
Eee eee aE 
Burrows Bros. Co., 633 Euciip, CLEVELAND, O. 
Superb Original Drawings by Bosschere Made for 
~ the most famous of his illustrated books— 

The Golden Asse of Apuelius. Write for 
descriptive list. 


Capito. BK. Store, 206 N. MERIDIAN ST... 
INDIANAPOLIS, IND. 


We offer following sets all in good condition: 
Writings of Thomas Jefferson. Green cloth. 20 
vols. $20.00. 


Americana. Fabrikoid. 1923 ed. $25.00. 


30 vols. 


French Salon Art Books. 15 odd vols. Red 
cloth. Each $4.00. 

Ruskin. 26 vols. Cloth. Limited ed. $25.00. 

Elbert Hubbard. Little Journeys. 14 vols. Fabri- 
koid. $25.00 

QO Henry. 12 vols. 3% leather. $6.00. 

Harvard Classics. Fabrikoid. 51 vols. $37.50. 


Harvard Classics Shelf Fiction. Fabrikoid. 20 


vols. $12.50. 


Harvard Classics. Red cloth. 51 vols. $25.00. 

American Educator. 8 vols. Fabrikoid. $7.50. 

Ency. Britannica. 11th ed. Cloth. Handy vol. 
$17.50. 

Webster’s Works. 6 vols. Buckram. $6.00. 

Oscar Wilde. 5 vols. Cloth. Cosmopolitan. 
$3.00. 

World’s Wit and Humor. 15 vols. $5.00. 

Gibbons. Rome. 6 vols. Sheep. Fine. Harper. 
$5.00. 

Century Dictionary. 10 vols. 2 sets. Each $5.00. 

Cooper. 28 vols. Red cloth. Appleton. $8.00. 

Craig Kennedy Stories. Red cloth. 1!2 vols. 
$5.00. 

12 odd vols. Harvard Classics. Blue Cloth. Each 
$1.00. 

40 odd vols. Harvard Classics. Red cloth. Each 
$1.00. 

Woman of All Ages. Blue cloth. 12 vols. $6.00. 


125 different vols. on Indiana. Send for list. 


“COLLECTING FOR PROFIT,” 353 S. LA Brea AVE., 


Los ANGELES, CAL. 

Published monthly by James Madison. Tells 
which old books, magazines, autographs, 
newspapers, etc., have value—and why. $2 
yearly. Single copies 20 cents. 


Puitie C. Duscunes, 507 5tuH AVE., NEW YorkK 


American Mercury, 1924 to 1927. First 4 years 
hound in 12 vols. $19.00. Carriage extra. 





EicHert & HALLIWELL, 78 TERRACE AVE., FLORAL 


ParK, N. Y. 


Tomlinson. Gallions Reach. 
MaAuRIcE FRIEDMAN, 147 E. 
Compete Course in Traffic Management. 
Extension University. $6.50. 
American Mercury from No. 1, 1924, complete to 


Ltd. $3.00 ea. 
Z2un- Ss. -N. ¥. 
LaSalle 





Dec., 1930. $7.50. 
FUTERNIK’s BK. Snop, 1329 Arcu StT., PHita. 
Wharton, Edith. Madame De Treymes. Ist $3.00. 
Mitchell, S. W. John Sherwood, Iron Master. 
Ist. $3.00. 
Graham, E. Passion “On” Party. Ist. $2.00. 
Morris, Wm. First Adam and Last Adam. 1877. 


. London. $10.00. 
( iemens, W. M. A Ken of Kipling. 
York. $5.00. 


1899. New 


Kipling. France at War. New York. 1915. Ist. 
a ‘Brushwood Boy. New York. 1899. 
$5.00 7 


\merican Slavery As It Is: Testimony of a 
Thousand Witnesses. Paper cover. New 
York. 1839. Make offer. 
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G. GRAHAM, 1808 CHAPIN ST., ALAMEDA, CAL, 
Back issues of Magazines. 





INTERNATL. Art & SCIENCE BK. Co., 192 B’way, 
NEw YorK 

Large Collection of Law Books and U. S. Patent 

Office Gazette and Indexes. Send want list. 





Jupy PusLisHinG Co., 1922 Laxe St., CHICAGO 


Free delivery. Dis. 35%. New from our press. 
A Soldier’s Diary. Capt. Will Judy. $2.00. 
Persuasive Speaking. Beshore. Comp. Inst. $2.00. 
Cartooning Made Easy. Lederer. $2.00. 
Bardine. How to Become an Amer. Citizen. 50c. 
Training the Dog. Judy. All breeds. 2 ed. $1,50. 
We carry in stock dog books of all pubrs. 20%. 


R. KESsLer, 3210 TuHirp AVE., Bronx, Room 203 


Curle, Richard. Collecting American First Edi- 
tions. Mint. Edition limited to 1250 signed 
and numbered copies. $12.50. 

Lowell, J. R. My Study Windows. 2 copies. Ist 
eds. One copy has the correct Field Osgood 
& Co. monogram and the other has the mono- 
gram of James R. Osgood and Co. A name 
and date written in each vol. Each $15.00; 
Heartsease and Rue. Ist ed. One of 250 
copies, uncut with paper label. Fine copy. 
$17.50; The Cathedral. Ist ed. Fine copy. 
$12.50. 

Whittier, John G. 
ed. book plate attached. 
The Vision of Echard. 
$12.50. 

Holmes, O. W. The Guardian Angel. 
Very fine copy. $$17.50. 

Clemens, S. L. (Mark Twain). 
Stranger. Illus. Ist ed., 
copy. $35.00. 

Longfellow, Henry W. The Skeleton in Armor 
Illus. ist separate ed. Very fine copy. $18.50 

Saltus, Francis S. Shadows and Ideals. 1890. 
Ist ed. $17.50; The Witch of Endor. 1891. 
Ist ed. Both vols. square 8vo. % red moroc- 
co, gilt backs and tops, uncut. $17.50. 


The Pennsylvania Pilgrim. Ist 
Fine. $12.50.; 
Ist ed. Fine copy. 


Ist ed. 


The Mysterious 
Ist issue. Fine 





Keswick Bks., 4302 KEswick RD., BALTIMORE 


Modern First and Limited eds. 
Catalogs and lists on request. 


J. J. LaAvuecuuin, 4211 Gano Ave., St. Louis, Mo. 
Twain. Auto. Letter. Fine. $35.00. 
Nat. Geo. Magazine. Large stock. 


H. A. Levinson, 11 W. 42nd St., NEw York 

Browning. Paracelsus. Ist issue. Orig. hds., 
rebacked, in slip case. Fine copy. The au- 
thor’s 2nd book. Very rare. $57.50. 

Byrne. Messer Marco Polo. Ist. Mint. 

Hergesheimer. Three Black Pennies. 
Nice. $20.00. 

Maugham. Of Human Bondage. Ist issue. Good. 
$60.00. 


$40.00. 
Ist issue. 


Wells. Time Machine. Ist issue. Fine. $32.50 
Westcott. David Harum. Ist. Fine. $27.50. 
LupLow St. BK. Store, 5152 Lupitow, PHILA. 


We have taken the trouble to list about 2000 2nd- 
hand books, all in fine condition. Some out- 
of-print and Ist eds. suitable for library re- 
placements, all in original bindings. Per vol. 
50c.; subsantial reductions on quantity pur- 
chases. Lists sent on request. 


B. Login & Son, Inc., 29 E. 21st St., N. Y. 


Chemical, Medical and Scientific Journals back 
copies and odd numbers in stocck. We buy 
bound and unbound Scientific 
(Established 1887.) 


Magazines. 
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McConico’s Bk. Store, 2963 S. STATE, CHICAGO 
We supply out of print books—magazines. 





NEANDROSS LIBRARY, RIDGEFIELD, N. J. 
Back numbers of magazines supplied. 





Davip NEWMAN, Box 191, WESTMINSTER, MD. 

The Works of Washington Irving. (The Kinder- 
hook ed. N. Y. Putnam. Fine condition. 
20 vols. in 10. $20.00. 





Parnassus Co., 221 Fourtu AVvE., N. Y. 
When bargains are sought in limited, autographed 
eds., as weil as Press Books and Ist eds., 
dealers turn to Parnassus whose reputation 
is far-flung for select fiction and non-fiction 
remainders. 
Theme and Variations. James Stephens. <Auto- 
graphed. Fountain Press. ($10.00) $3.50. 
Fifteen Lyrics. Joseph Moncure March. Auto- 
graphed. Fountain Press. ($10.00) $2.50. 
Fournier. On Type Founding. ($30.00) $6.00. 
Satyrs and Women. P. Louys. Water colors hy 
Majeska. <Autoghd. ($15.00) $5.00. 
Droll Tales. Bosschere illus. ($12.00) $3.75. 


Old Mrs. Chundle. Thomas Hardy. ($15.00) 
$4.50. 

Shylock Reasons with Mr. Chesterton. Humbert 
Wolfe. Ist ed. Oxford. 1920. $1.75. 

Reminiscences by Andreyev by Gorky. ($10.00) 


$3.00. 

Letters of Conrad to Curle. Typography by 
Bruce Rogers. ($22.50) $4.50. 

Red Barbara. Liam O’Flaherty. 
$12.50) $4.00. 

Putnam’s Life of Rabelais. 

Phallicism. Westropp Wake. ($3.50) $1.00. 

Cabala. Thornton Wilder. ($2.50) 45c. 

Is Shakespeare Dead? Mark Twain. Ist ed. 
$2.50. 

Sundial Library. 40 titles. 45,000 vols. in stock. 
Write for prospectus. 100 assorted titles, 
32c. 

Important, ‘Booksellers. Our May catalogue just 
released to the trade with book-sellers’ im- 
prints is already a success. We are prepar- 
ing a July catalogue to he 24 pages and 
probably will cost $10.00 per thousand. Most 
emphatically we advise you to place vour 
order early as we will print a limited sup- 
ply. Send us your signed order with im- 
print at once. 


RENNAISSANCE BK. Co., 131 W. 23rp Srt., N. Y. 


Publishers’ Overstocks: 

Tales of La Fontaine. Complete trans. Printed 
on Warren’s Old Style laid paper. 2 large 
vols., blue clo., enclosed in slip case. Full- 
page illus. ($10.00) $2.75 per set. 

Golden Asse of Apuleius. Tlus. Large octavo. 
In slip case. ($6.00) $1.50. 

Don Juan’s Note Book. Kemp. 
ed. Ltd. ($5.00) $2.00. 

Send for lists. 


Autographed. 


($3.50) 75c. 


Private press 


UNIvVERISTy OF PITTSBURGH LIB., PITTSBURGH 
Corpus Inscriptionum Latinarum. Vol. 9. $25.00. 


Van Norman Bx. Co., 1415 Howett, Peoria, ILL. 
Americana, Lincolniana. Send for lists. 





ALFRED WILLIAMS & CO., RALEIGH, N. C. 


Lillards. A Colonial Family of Virginia. 

Long Hunt. Boyd. Autographed. Mint. 

Little America. Byrd. Autographed. Mint. 

My Experiences in World War. Pershing. Ist. 
The Way of Echen. Cabell. Ist ed. 





The Publishers’ Weekly 
Books for Sale—Continued 


ALFRED WILLIAMS & Co.—Continued 


North Carolina. 1780-1781. Schenck, 
of Cornwallis’ invasion of the State. Witi, 
maps and roster of N. C. troops. 

Governor William Tryon and His Administra- 
tion in Province of No. Carolina, 1765-177}. 


Haywood. 

Historical Doubts as to the Execution of Mar- 
shall Ney. Weston. 

Wheeler. History of North Carolina. Phila 


_1851. 2 vols. in 1. Prices quoted on request. 
Write us for Southern items. ' 





BOOK-TRADE OPPORTUNITIES 
(Twenty Cents a Line) 





Business Opportunities 


a 
THIS IS THE TIME to systematize the opera- 
tion, the weak, unreliable end of your organiza- 
tion. Let an expert in the office and distributing 
routine come in and work with your people and 
point out short cuts, improvements for next sea- 
son’s business. J. S. H., care of Publishers’ 
Weekly. 





Business for Sale 


FOR SALE at great sacrifice growing book shop, 
located in Northern Ohio town of 120,000. Good 
lease, excellent location, room for expansion and 
other lines. Must sell at once. H. F., care of 
Publishers’ Weekly. 





Positions Wanted 


MAN with Chicago Ph.D., editorial and promo- 
tional experience, and literary ability, wants to 
establish new connection. R. N., care of Publish- 
ers’ Weekly. 





GENERAL OFFICE WORK, credit, collections, 
correspondence, etc. Seven years’ experience. 
Still young. Keen worker for moderate salary. 
S. F., care of Pubilshers’ Weekly. 


n 





TRAVELING SALESMAN desires position. Ac 
quainted with trade in Mid-Western and Eastern 
territory, also Metropolitan. Q. T., care of Pub- 
lishers’ Weekly. 


STENOGRAPHER—Billing Clerk with librar 
experience wants position in book shop. $20.00 
to start. E. R. B., care of Publishers’ Weekly. 


PUBLISHER wishes to place highly recommended 
young lady, now employed by him in an execu 
tive capacity; she is competent to fill post © 
trust and responsibility or act as assistant to 
husy executive; experienced all branches produc- 
tion. J. B. C. care of Publishers’ Weekly. 


YOUNG MAN, 20, High School graduate, hook- 
lover and well read, desires position with a pub 
lishing house or book store anywhere in v. » 
that offers possibility for future advancement. 
Pleasing personality and initiative. Best refer 
ences. P. W., care of Publishers’ Weekly. 


Sa a ee 
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101 Patchwork Patterns 
A NEW BOOK 


Everything About Quilts 






~ > 


The book is 8 by 1014 inches in size and its 
128 pages are crowded with every kind of quilt 
making information. There are quilt name sto- 
ries, Cutting designs, material suggestions, yardage 
estimates, in fact, definite instructions for every 
phase of quilt making. 

Retail price $1.50 subject to regular trade 

discounts. 
Order from publishers 


McKIM STUDIOS, Independence, Mo. 





Positions Wanted—Continued 








MAP MAKER; chart, diagram and graph expert ; 
can prepare copies and furnish printing plates. 
Desires part or full time position. B. S., care of 
Pulllishers’ Weekly. 





French Books 


FOR FRENCH BOOKS pass your orders to The 
French Book Shop, 556 Madison :Ave. at 56th St., 
New York (Plaza: 3-4663), wholesale distributors 
of French books of all French publishers. 





Special Notices 





PUBLISHERS, SAVE MONEY. _ Secure our 
bids on Advertising, Catalog, Publication, and 
book Printing. Estimates cheerfully submitted. 
Colony Press, 27 E. 22nd St., New York. Tele- 
phone: TOmpkins Square 6-9100. 





PUBLISHERS OF BIBLIOGRAPHIES, ete.. 
and rare book dealers, should advertise in “Col- 
lecting for Profit.” Page rate $60.00; half page 
$32.50; quarter page $17.50; $4 per inch. Classi- 
fied, 10c. a word. See ad under Books for Sale. 


| 





WE INSURE rare books, manuscripts, etc., 
against all risks including fire, theft, water dam- 
age and vandalism, etc. Reasonable rates. Li- 
censed, responsible brokers—Paul & Landsman, 
-brvsler Building. MUrray Hill 2-2273. 


Remainders 


THE SYNDICATE TRADING CO. buys entire 
Remainders, large and small, of salable books. 
Dealers are requested to write for catalog or 
visit our Sample Room at 240 Madison Ave., 
New York. Tel. Caledonia 5-8830. 


PUBLISHERS’ REMAINDERS—Fiction, Text 
Books, broken sets of all kinds bought for Cash. 
Harlem Book Co., 53 W. 125th St., New York. 
Harlem 7-6678. 





REMAINDERS and Publishers’ Overstock—We 
are always on the lookout for publishers’ re- 
mainders and overstocks on non-fiction titles, and 
sets. Chas. L. Bowman & Co., 118-120 E. 25th 


Ready early in July 
English Catalog 
of Books 


Volume 12 


(Circulated, 1926-1930) 
Advanced orders will be sup- 
plied at $45 net. 

R. R. Bowker Co. 


62 WEST 4sth ST.. NEW YORK CITY 
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Coming in October 


PRIVATE 


BOOK COLLECTORS 
in the 


U. S. AND CANADA, 
1931 


Thoroly revised and up-to-date. 
Limited Edition only. 
$15 a copy. 


R. R. BOWKER CO. 
New York 
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In This Issue 


CAPTURING THE SPORTSMAN by an Ex-Bookseller .  . . 2937 
Work up a sportsman’s file for your shop. Since sport is a : seasonal tiny 
almost every month of the year can be used to feature one or another branch 


PAGE 


of it. 

SPRING BooK SHOW IN A BANK by Elizabeth L. Lustig . . 29 39 
The Booke Shop at 4 Market Square in Providence takes advantage of a good 
opportunity. 


How Does THE CANADIAN Bupcet AFecy Us? by Findlay I. Weaver .  . 2942 
The editor of the Canadian Bookman explains the effects of the 1931 Budget. 
A price-scale approximating 10% advance over the present retail prices of 
books of the general class sold in bookstores, with an increase of the discount 
to the retail trade to 35%, goes mto effect July Ist. 


In anp Our or THE Comnen Orvick . . 5 + «0 Si ls w © 2043 


PUNTORERES 6 wg LE ee ee eS ee ee 
Newbery Medal Awarded by Librarians; Are There Too Man Books? What 


People Want To Read About. 


DORGe TN kk KS eh OOS BO a ee . 2946 
‘rom the Stamford Book Store, Nachtrieb’s in Toledo, Doubleday, Doran Book 
Shops, Inc., Housatonic Bookshop, Dutton’s Inc. 


Wuat Dip THE CONVENTION Do? by Ellis W. Meyers. . . .  . . 2948 
Los ANGELES BOOKTRADE News by Phil Mackenzie. . . . . .) .) . 2949 
Come “Ce ks * a we ce ew OS Bee 2 
May Book PRopUCTION . . a ee eer ee eet ag ee! eR 
OLp AND RARE Books by Frederick Af. Sfephims... ... « ...- =» 2 


Children’s Books 


ELIZABETH COATSWORTH AND Her Books For Boys Anp Giris by Mary . 
Gould Davis. . . . ‘~ +. ae ae eR ee ae ee ee | 
FALL JUVENILE Lists PROMISE —_— MEM. « « €% BIRT ee 
CONSIDER THE JUVENILE RENTAL LIBRARY 2966 
BUDDING BooKBUYERS by Katharine Lord 2970 
Forth ing I 
g | 
° . ’ ‘ss . . ° é 99 - 5 
a o& &% May Lamberton Becker has writ-  rich’s “Romantic Stories of Books” will deal 
ten for next week’s issue “What Sells a with Jane Austen’s “Pride and Prejudice 
Book 2” es ae j 
w& 3 & Alice Hackett has written a timely : 
article on “The Growing Fad for Omnibus Che Publishers Weekly / 
Books.” &%& %& &% ' ) 
& ™ & The Bookmaking Department will The American Booktrade Journal 
contain The Fifty Best German Books for EDIToRS 
1930 and Evelyn Harter’s “Full Trim: A Bias ' ads a 
oz « “urrent B ookmaking.” % 7 ut & RR. R. BowKER 7 FREDERIC MELCH ; 
& 2 & The July 4th issue will contain an Mivprep C. SMIru 
article on “The New Maritime Bookshop of Autce P. HACKETT WeELDEN REYNOLDS 
Ball & Wilde.” Among the other bookshop sto Auperr R. CRONE .... . . Circulation : 
ries to appear in the Weekly during July Lous C. Greene... — Advertising : 
and August will be “Post Box Bookshop, loun A. Hoven. . . Business Manager 
New York City,” “Hester Hunter's Book- ; $s a year 15 ¢. a copy 
shop, Tucson, Arizona,” and “Fred Harvey s 
300kshop, St. Louis, Mo.” 3% %& J& 62 West 45th Street 
New York City 


& 2% & The next chapter in John Winte- 


a A ce 
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THE NARRATIVE 


OF 


ARTHUR GORDON PYM 


BY 


kK DGAR ALLAN POE 


WITH TLLUSTRATIONS BY 


RENE CLARKE 


NEW YORK 
THE LIMITED EDITIONS CLUB 


19? 8 O 


This book was set 


oR MERGENTHALER LINOTYPE COMPANY | 


BROOKLYN, NEW YORK 
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Here is your answer to 


that warm weather wail 


“Give me something bright and 
entertaining to READ—” 


OH 
GLORY! 


By Harford Powel, Jr. 


**The 


Author of 
Virgin Queene” 
“Married Money” 





and 


Powel is famous for his ability to see the 
humorous side of American life and bally- 
hoo but in Oh Glory! he has outdone him- 
self. It’s a side splitting tale and a real 
romance rolled into one. 


Give your customers a chance to read about 
Harvey J. Buck, born in the Cave Club at 
midnight when there was no woman in the 
room—only a group of outstanding men 
with a sense of humor who perpetuated a 
national hoax to help out young Charles 
Low, who was trying to make enough 
money as a publicity man to marry the girl 
of his heart. 


To be published June 29th — $2.00 


THE BOBBS-MERRILL COMPANY 
INDIANAPOLIS 
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